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CRA BEAUTY IN THE OPEN, CRANE QUALITY IN ALL HIDDEN FITTINGS HT 
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Dignity and comfort can now be blend inlaid borders of the same tiles as the 

ed as easily and as effectively in the floor. The Nova lavatory of cream-winte | 
' ; 1 

modern bathroom as in any killtally vitreous china, twice-fired, is suppiicd | 


i 
| arranged living room or library ke the Varma bath, in three conven 





1] In the simple Crane bathroom shown * nt sizes to ft various spaces i 
j above, the walls are of paneled plaste Crane plumbing and heating fixtures are | 
| na soft ivory tint. The floor is laid in sold by responsibil “Con 
| mosaic tiles of warm tan and blue. The where in a wide rang / 
| and prices. Write for rvoklet 


1] Varma bath of cream-white enamel on 


ter, with “The New Art of Fine | 


ron i set mn waterproot plaste 


CRANE 


RANE BUILOING, 636 8. MICHIGAN AVENUE, CHICAG 
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GENERAL OFFICE 


| and Sales Offices oe One Hundred ana F eghe 
} Ne Ke Room New Yous, Atlante Catv, San F 
| 1 Wor as: Chvage, Bridgeport, Birmingham, Chatiancoya, Trenton and 1 
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Every contractor who handles Crane materials has a 
] : Be 48 rkingo + nee > titi) 1 Asemilaw ek ; ] b) ] b) 
1] magazines working for him. Beautitu And display them?) Recommend them? Sell them? 





tull page advertisements in the American, Cosmopolitan, 
’ ’ ’ » : ’ } , } } ° 
House Beautiful, Ladies’ Home Journal and 28 other lead You do not have to « irry a large stock, because convenient 


ing publications are making people want extra bathrooms, | Crane branches will make prompt deliveries for you. You 


can use Crane Exhibit Rooms as your own showroom, 


better bathroom with Crane comfort and convenience. 
And the ever-growing demand for Crane fixtures, fittings 


nl 


Every reader is told to buy from his plumbing contractor. 
Crane wants vou to be that contractor. Why not cashinon — and piping means more jobs, greater profits and a bigger, 
the demand these millions of selling messages are creating in better business the vear round. Write for information. 























June 27, 1925 








PAUSINI LPL NA 


Wilmington, Del. St. Louis, Mo. 





DOMESTIC ENGINEERING 3 


\ miniy UASHUGNS E001), 0V AA UTYAESAAMARRNET PTR a Wotnl MiMi . " TAM 





Newlines Nene | 


New times demand new measures and new men: 
Time outgrows the laws that in our fathers’ day were best. 


James Russell Lowell. 


Today, you must be wide awake. You must handle 
and install equipment that gives comfort and health 
to your customers. You must be a twentieth century 
plumber backing twentieth century ideas. 


The VQGEL Line Is One sure way ot retting new ” 
business and giving service that today’s modern ideas 
demand. 
The VQGEL Line iS also an opening wedge for other 
departments of your business,— bath tubs, water 
heaters, etc. 
If you are not a VQGEL Plumber, you should wake 
up to the fact that you're losing a lot of profitable 
business. Yesterday is gone forever, —so 1s its methods. 
See your jobber today. Modernize your business with 


the VQGEL Line. It'll pay you with new customers 


and bigger profits. 


Jos. A. Vogel Co. 
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1000 Dealers from all over America attend the Oil-O-Matic National 
Convention in the first unit of the new factory in Bloomington. 


$4,000,000 IN ONE HOUR! 


That’s what experienced Oil-O-Matic dealers 
for shipment within sixty days. 


bought, 


N 65 minutes, more Oil-O-Matics 

were bought by our dealers than any 
other oil burner company sold all Jast 
year! 


6,280 in 65 minutes. $4,000,000 worth 
in retail value. $60,000 a minute 
That’s what these enthusiastic dealers 
think of Oil-O-Matic. Many of them 
have been with us for five years. Most 
of them at least two years. All of 
them have been through at least one 
winter with Oil-O-Matic. 


They ordered by the carload 
This shows how well Oil-O-Matic has 
functioned, how little service is required, 
when dealers travel from Seattle, New 
York City, New Orleans, or Winnipeg, 
Canada, some in special trains, and place 
carload orders with a cash deposit. 


These men know what Oil-O-Matic is 
and what it will do. They know how 
much money they can make out of it. 
You too, can see something of the mag- 
nitude of the whole Oil-O-Matic propo- 
sition when such things can happen. 


—] 


WILLIAMS 


Oil-O-Matic breaks all records 


As remarkable as this 65-minute record 
is, it is but one of a dozen set by Oil- 
O-Matic. It was the first oi] burner to 
be built to operate according to the 
four natural laws of oil combustion. 
The first to make the use of cheap fuel 
oil successful for domestic use. 


It is the only burner with the Williams 
Thermal Safety Control. It eliminated 
the use of the drip bucket, continuous 
pilot light and all parts inside the firebox. 


Today there are more Oil-O-Matics 
installed in homes and buildings than 
any other automatic oil bur- 

ner. There are more authorized 

and trained Oil-O-Matic dealers 

than for any other oil burner of 

any type. 


A half million dollar advertising 
campaign is being run in 28 
metropolitan newspapers and || 
national magazines. The finest 
oil heating literature printed is 
available. 


=— 


JLOMAT] 


——ell 


HEATIN 


——— 


WORLDS LARGEST PRODUCER OF AUTOMATIC OIL BURNERS 


Oil-O-Matic was the first to establish a 
school for training dealers, salesmen, 
service and installation men. The 
Williams Institute of Heat Research is 
now a national institution attracting 
large classes of men from all parts of the 
United States and Canada 


Some territory still available 


None of these records could have been 
made without a burner of unusual 
merit. That is the kind of burner that 
sells fastest and requires the least 
servicing. It is the one that makes 
the largest volume of profit for the 
dealer. 
Very little terrifory is now open 
But it may be your city. You 
may be overlooking the oppor- 
tunity of a lifetime if you fail to 
clip and mail the coupon below. 
40,000 Oil-O-Matics will be bought 
this year. A tremendous business 
is in store for any dealer who can 
qualify. Get the facts 


Send This! 


Oil-O-Matic Heating 1 rati 


Williams 
Bloomington, Ill 


Oil-O-Matic sounds good t us If ur i 
still open we would like to consider ir propo 
sition 

Name 

Address 
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Oe First Colonial Wash Down 


Closet Combination 





AND NOW — 
Matched Designs 


of vitreous china 

Combinations and 

Lavatories for the 
Smaller Homes 


HE introduction of this Plate 525 “Colonial” 
Wash-down Closet Combination marks a 
new epoch in the industry. 





Because it eliminates for all time that eyesore— 
unmatched combinations and lavatories in the 
bathroom. 


“Colonial” Matched Designs can now be installed 
in any home in your city. Price no longer re- 
stricts their use. 


See this Plate 525 “Colonial” Combination in the 
display rooms of leading jobbers. 


Universal Sanitary Manufacturing Co. 
NEW CASTLE, PENNSYLVANIA 


In the South— 


Shipped in Convenient Cambridge Sanitary Manufacturing Co. 
and Substantial Wire CAMBRIDGE. OHIO 


_ONIAL 


Matched Design 
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REG.U.S. PATENT OFFICE 





























Reliability ie 





The sarre reliability goes with the Paracoils as demon- Pa 
strated in our larger units operating for years without ie Pa 
interruption on the largest vessels afloat. yg Sd 
‘ ~ 
its hd e * Pei > 
em Davis Engineering Corp. ’ « 
“y 
ELIZABETH, NEW JERSEY a a 
; Ped oe 
NEW YORK OFFICE: 90 WEST STREET /”% at 
e , we © ee 
va eo oF oe 
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JULIA WARD HOWE SCHOOI 
To the right is a photograph 
of the Julia Ward Howe 
School on Dale Street, Rox- 
bury, Mass. 











The boiler was 30 years old still 
replacement parts were delivered 
the day ordered — 





/ 
authorities in the Julia Ward Howe School of Roxbury, Wer the er / 
Mass., called our Boston representative some time ago, say- ~_ the aston 
ing that two sections had cracked in an H. B. Smith Boiler that + 
had been in use in the school for 30 years. ‘‘Can replacement ee 
parts be furnished on this old boiler, and if so can you have i 


them here inside of two weeks, as it is a serious matter to shut 
down a school house.”’ 


That was Friday morning. The new sections were at the 


school that afternoon. They were installed Saturday morning THIS is a 32-page booklet con- 
ready for business. taining a complete but pertinent 

discussion of what is probably the 
most vexing phase of the heating 


This is an example of Smith Service plus the advantages of problem today—boiler ratings. We 
Smith Boiler design. Smith Service furnished replacement want to place a copy of this book- 
rts and Smith design of drum or header type section connec- det, © Ehe Truth sbout Boller Rat- 
pases ane : & 2 7 YF ings” or ‘‘Guaranteed Heating 
tions, made quick repairs possible. Satisfaction at Minimum Cost” in 


the hands of every architect and 
heating contractor. If you will fill 
in the coupon below we will send 
you your copy by return mail with 
our compliments. 


THE H. B. SMITH COMPANY 


Home Office and Works: Dept. A9, Westfield, Mass. 
Sales Offices and Warehouses at: 
Westfield Boston New York ee a Re eer ee Ore cet as 
Philadelphia Cleveland THE H. B. SMITH COMPANY, 
1 Dept. A9, Westfield, Mass. 
I Gentlemen: I would like to read your discussion of ‘‘The 
! Truth about Boiler Ratings” as contained in your booklet, 
OTF, | “Guaranteed Heating Satisfaction at Minimum Cost.”’ 
HE + 7 { Send a copy to: 
I 
. | Name 
. BOILERS & RADIATORS , ; 
© Used in fine homes and buildings swe 1860 Address 
, 1 
1! City State 
| 
L 
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THENRE; TOOT MACHINE WORKS) 


MANUFACTURERS OF HIGH GRADE PIPE TOOLS 





4120-4130 FULLERTON AVENUE 


CHIGAG Olin, 





June 27, 1925, 





To the Plumbers and Steamfitters, 
of the U. 8. A. 


Fellow Citizens, 


Nell (that's my wife) feels the heat terribly - and I am hotter than 
Nell. But not about anything, you understand - just weather hot. 


But hot or not, I want to get off my letter to the gang, because I 

know it will make one man, anyway, feel better - and that's me. I have 
been sending these letters to you, without interference, because there 
wasn't any way you could defend yourself; and I might as well admit that 
I have done it not only in the hope it would cheer you up a bit, but it 
would cheer me up too. 


I don't know what your customers seem to be to you, ,.but my customers seem 
to me to be regular, sure enough, honest-to-God people. Maybe a customer 
to some men is only an account on the books, or a town on the map, or a 
line in the ledger - but mine, to me, get up every morning and go to bed 
every night and eat a sandwich and a piece of pie every noon the same as 
I do. 


I never have been able to get away from that personal idea in business - 
for one reason because I never tried to. If I get a kick from a customer 
(and we make a mistake here every hundred years or so) I think of a real 
flesh-and-blood man doing that kicking, and I am sorry for him, and the 
sorer he is the sorrier we are, and the gladder he lives so far away. 


When we write back we figure we are talking to a he-man, not a dictaphone 
or a sheet of paper - and, by the way, that is the reason we have such 

few kicks; because when we make the goods we figure that real, human people 
are going to buy them and use them. To us, the biggest corporation has 
hands and feet, and the littlest shop is a man and not a shop, after all. 





I hope you stand the hot weather, and I beg your pardon for calling your 
attention to it, for the state in which we have the hottest weather is a 
state of mind. I hope business is good and work is moving at your place, 
and of course they will be if you use Nye Dies and Cutter Wheels. Don't 
forget that order. 


With warm regards, 


heder o 


The tools you swear BY and never AT. by Harty G. Ny 
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Why you can count on quick 


These jobbers carry ARCOLA in stock and are 


WE are doing more than helping you to sell ARCOLA—we 
have made it possible for you to get immediate and quick 
delivery of your ARCOLA orders. These jobbers listed below 


ALABAMA 
Mobile Crane (€ 
Star r anita 
Mfg. ¢ 
Montgomery Alabama Machine 
& Supply ¢ 
ARIZONA 
Phoenix Crane ( 
ARKANSAS 
Little Rock Crane ( 
N O. Nelson Mfg 
Ce 
CALIFORNIA 
Los Angeles Crane ( 
N. O. Ne nm Mfg 
Cx 
Oakland Crane € 
Sacramento Crane ¢ 
Mark Lally Co 
San Francisco Crane 
Haine Jones & Cad 
bury Ce 
Holbr k Merril 
Stetson Co 
Mark Lally Ce 
Geo. H_ Tay ¢ 


Stockton 


COLORADO 


Denver Hendne & Bolthoff 

Mfg. & Sup. C 
M. J O'Fallon Suz 

ply Ce 

Pueblo N. O. Nelson Mfg 
Ce 

CONNECTICUT 
Bridgeport Crane € 


DELAWARE 
Wilmington 

DISTRICT OF COLUMBIA 
Washington E.G. Schafer & C« 


Speakman Co 


FLORIDA 
Jacksonville CameronBarkley C« 
Crane Cx 
Haines, Jones & Cad 


bury Co 
Mott Southern Co 


St. Petersburg Standard Sup. Co 


Tampa Crane Co 
GEORGIA 
Atlanta Crane Cx 


ARCOLA 
PARLOR 






Macon 


Savannah 


ILLINOIS 


furora 
Chicago 


Christopher 
Cicero 
Danville 
Decatur 


Peoria 


Quincy 
Rockford 


Springfield 


INDIANA 


East Chicago 
Evansville 


Fort Wayne 
Indianapolis 


Lafayette 
Logansport 


South Bend 


Terre Haute 
Union City 





Fulton Supply Co 

Mott Southern Co 

Haines, Jones & Cad 
bury Co 

Ideal Supply Co 

Crane c 

Haines, | 


bury ¢ 


nes & Cad 


A. W. Biev 





Enterprise P 


Supply Co 
Henion & Hubbell 
Hoelscher Bros 
Inlani Supply Co 
Monarch Pipe & 

Supply C« 
National Plbg & 


Htg Supply Co 
Standard Sanitary 

Mfg. Co 
Walworth Mfg. Co 
Western Pipe & Sup 

ply Co 
Whitney & Ford 
Egyptian Sup. Co 
S. Deschauer & Co 
Inland Supply Co 
The Field & Shorb 


Co 

Ideal Tank & Sup 
ply Co, 

Kinsey & Mahler Cx 

Standard Sanitary 
Mfg. Co 

E. Best Pibg. & Htg 
Supply Co 

Crane Co 

Rockford Brass Wks 

Yelton.Weaver Sup 
ply Co, 


Crane Co 

Crane Co 

Laib Co, 

The P.& H. Sup Co 

Central Supply Co 

Crane Co 

Jackson Supply Co 

Van Camp Hawe. & 
Iron Co 

Biggs Pump & Sup 
ply Co. 

Baker Specialty & 
Supply Co 

Crane Co 

South Bend Sup. Co 

Standard Sanitary 
Mfg. Co. 

Crane Co 

Knapp Supply Co 


IOWA 
Cedar Rapids 


Davenport 
Des Moines 


Dubuque 
Ft. Dodge 
Marshalltown 
Sioux City 
Waterloo 
KANSAS 
Hutchinson 
Salina 
Wichita 
KENTUC! Y 


Louisvi 


LOUISI A 
Vew © leans 


MAINE 
Bangor 
Portland 


MARYLAND 
Hagerstown 


Cedar Rapids Pump 


o 
Chandler Fump Co 
Crane Cc 
N_ O.Ne.son Mfg.Co 
Crane Co 
Globe Machinery & 
Supply Co 
Y McDonal.i 
Mfg. Co 
A . McDonal | 
Mfg. Co 
Leighton Sup. Co 
Fisher Supply Co 
Crane Co 
Inland Supply Co 


The Kellogg-Mackay 
Co 
Salina Supply Co 


U.S. Water & Steam 
Supply Co 


Laib Co 
Standard Sanitary 
Mfg. Co 


P_A Vogel & Sons Co 


Crane Co 
Standard Sanitary 
Mfg. Co 


R. B. Dunning & Co 

Blake-Rounds Sup 
ply Co 

W.L. Blake & Co 


Western Maryland 
Supply Co, 


MASSACHUSETTS 


Boston 


East Boston 
Fall River 
Lawrence 
New Bedford 
Pittsfield 


Quincy 
Springfield 


Worcester 
MICHIGAN 
Bay City 
Detroit 


Flint 
Grand Rapids 


Saginaw 


Boston Pipe & Fit 
tings Co 

Wacco Supply Co. 

Corcoran Supply Co. 

Finberg Bros 

Plumbers’ Sup. Co 

Robbins, Camwell & 

0 

L. Grossman & Son 

Charles Millar & Son 
Cc 


oO. 
Central Supply Co 


Alert Pipe & Supply 
0 

Nelson Co 

MurrayW Sales&Co. 

Crane Co 

Richards Mfg. Co 

Standard Sanitary 

Mfg. Co 

Alert Pipe & Supply 

oO. 


MINNESOTA 


Duluth Crane Co 

Minneapolis Central Supply Co 
Crane Co 
Kellogg-Mackay Co 
Roberts-Hamilton 

Co, 

St. Paul Cochran-Sargent Co 

Crane Co 


Winona Crane Co 


MISSOURI 
Kansas City Chandler Pump & 
Supply Co 

Crane Co 

Kellogg-Mackay Co 

U.S. Water & Steam 
Supply Co 

Missour; Water & 
Steam Sup. Co 

Crane Co 

R. A. Dubuque Sup- 


St. Joseph 


St. Louis 


ply Co 
N.O. Nelson Mfg.Co 
Plumbers’ Sup. Co 
of St. Louis 
Springfield Harry Cooper Sup 
ply Co 
Crane Co, 
MONTANA 
Billings Crane Co 
Great Falls Crane Co 
Missoula Missoula Mercantile 


oO, 

NEBRASKA 
Beatrice Dempster Mill Mfg 
Oo. 

Cornell Supply Co 

Western Supply Co. 

Crane Co 

A. Y. McDonald 
Mfg. Co. 

NEW HAMPSHIRE 
Concord Page Belting Co 
Manchester. . Geo. E. Trudel Co 

NEW JERSEY 
Allenhurst 
Atlantic City 


Lincoln 


Omaha 


M. O'Neil Sup. Co 
Atlantic City Plbg 
Supply Co 
Sanitary Sales Co, 
Seashore Sup. Co 
Sanitary Sup. Co 
Walter A. Pitt & Co. 
J.D. JohnsonCo. Inc 
The E. F. Howell 
Mfg. Co. 
Monmouth Plumb 
ing Sup. Co., Inc 


Avon 
Bloomfield 
Camden 
Hackensack 


Long Branch 


Morristown W. V. Egbert & Co., 
Inc 

Newark W.V. Egbert & Co 
Inc 


RICAN RADI 
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delivery of ARCOLA] 


prepared to supply your needs immediately 


are recognized distributors and carry ARCOLA in stock. Write, 
‘phone or wire your nearest jobber for emergency needs and 
you will be assured of prompt and satisfactory attention. 


New Brunswick Behrer & Co., Inc 


Passaic 


Paterson 
Perth Amboy 


Plainfield 
Red Bank 


Ridgewood 
Trenton 


NEW MEXICO 
Albuquerque 

NEW YORK 
Albany 
Binghamton 


Brooklyn 


Buffalo 


Elmira 


Jamaica, L. 1. 
Jomestown 


Mineola, L. I. 
Newburgh 


Beith & Reilly Co 
CentralSup.Co., Inc 
Passaic Plbg. Sup 
ply Co 
Ral Plibg. Sup. Co 
W.H. Gurney Co 
White & Shauger 
Perth Amboy Hard 
ware Co 
A. Kantor 
Monmouth Plumb 
ing Sup. Co., Inc 
Ridgewood Pibg. & 
Supply Co. 
Warren, Balderston 
& Co 


M. J. O'Fallon Sup 
ply Co 


Crane Co 
Chas. Millar & Son 
0 
W. A. Case & Son 
Mfg. Co 
E. Conran Co., 
Inc. 
Wm. Greenberg 
M. Lehman & Sons 
Co., Inc. 
Saltser & Weinsier, 


Inc 

Buffalo Plbg. Sup- 
ply Co. 

A. Case & Son 

Mfg. Co. 

Crane Co 

LaValley, McLeod, 
Kinkaid Co. 

Fred Adee Corp 

W. A. Case & Son 
Mfg. Co 

Behrer & Co., Inc 

Walter P. Renker 


New York City.Cornell & Underhill 


Niagara Falls 


Rochester 


Stapleton, S.1 


Syracuse. . 


Sam S. Glauber, Inc 

I. Greenbaum 

Louis Greenberg 
Pibg. Sup., Inc. 

Tremont Plumbers’ 
Supplies 

United Plumbers’ 
Sup Co., Inc. 

W. A. Case & Son 


Mfg. Co 

W. A. Case & Son 
Mfg. Co. 

Crane Co 


Samuel Sloan & Co 


. Liberty Plumbers 


Sup. Co., Inc. 

.W. A. Case & Son 
Mfg. Co 

W. G. Shafer Co., 
Inc 


Troy 
Utica 


Watertown 
West New 


Geo. H. Cole Sup. Co 
Chas. Millar & Son 
Cc 


oO 
Hunting Sup. Corp 


Brighton,S.1.Staten Island Sup 


ply Co 


NORTH CAROLINA 


Asheville 


Charlotte 


Greensboro 


Raleigh 
Winston- 
Salem 


OHIO 
Akron 


Canton 
Cincinnati 


Cleveland 


Columbus 


Dayton 
Greenville 
Lima 
Portsmouth 


Springfield 


Toledo 


Youngstown 
Zanesville 


OREGON 
Portland 


PENNSYLVANIA 


Bethlehem 


Chester 
Erie 


Harrisburg 


ATOR COMPANY 


Whitman-Douglas 


Oo 

Grinnell Co 

Haines, Jones & Cad 
bury Co 

Mott Southern Co 

Whitman-Douglas 
Co. 

Tomlinson Co., Inc 

Whitman-Douglas 
Co 

Noland Co., Inc 


Noland Co., Inc 


Hardware & Supply 


o 

Scioto Valley Sup 
ply Co 

Crane Co 

The Merkel Bros. Co 

The W. M. Pattison 
Supply Co. 

Standard Sanitary 
Mfg. Co 

The Walworth Ohio 


Co. 

Scioto Valley Sup 
ply Co, 

Standard Sanitary 
Mfg. Co. 

The Dayton Sup. Co 

The Treaty Co 

Crane Co 

The Standard Sup 
ply Co 

The Ross-Willough 
by Co 

The National Sup 
ply Co 

Standard Sanitary 


g. Co 
Stambaugh-Thomp 
son Co. 
The Roekel Co. 


Bowles Co 
Crane Co 
Walworth Mfg. Co, 


Keystone Supply & 
Mfg. Co 


Bridgman Co 

Standard Sanitary 
Mfg. Co. 

Modern Utilities Co. 
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Lancaster 
Lansdowne 
Norristown 


R. W. Cummings 
Fleck Bros. Co 
Barker Pipe Fittings 
-O 
Philadelphia. Wm. Betz & Co 
Bridgman Co 
Haines, Jones & Cad 
bury Co 
Keystone Supply & 
Mfg. Ce 
H. B. Pancoast Co 
Tomlinson Co., Inc 
Walworth Mfg. Co 
Bailey Farrell Mfg 
Co 
Bright & Company 
W. A. Case & Son 


Pittsburgh 


Reading 
Scranton 


R. E. Weeks Co 


Eastern Pennsy! 
vania Sup. Co 


Wilkes-Barre 


RHODE ISLAND 


Newport J. T. O'Connell 


SOUTH CAROLINA 
Greenville Noland Co 
Spartanburg. Noland Co 
SOUTIE DAKOTA 
Sioux Falla Cochran-Sargent Co 
TENNESSEF 
Memphis Crane Co 
N. O. Nelson Mfg 
Co 
Plumbing and Heat 
ing Supply Co 
Standard Sanitary 


Vashville 


Mfg. Co, 
TEXAS 
Abilene Franklin Plumbing 
and Supply Co 
Dallas N. O. Nelson Mfg 


Co 
Standard Sanitary 
Afg. Co 
Momsen-Dunnegan 
Ryan Co. 
Keithly Co 
N. O. Nelson Mfg 
Co. 
Standard Sanitary 
fg. Co. 
Standard Sanitary 
Mfg. Co, 


El Paso 


Houston 


San Antonio 


UTAH 
Salt Lake City Crane Co 
Mountain States 
Supply Co 
N. O. Nelson Mfg 
Co, 
VERMONT 
St. Johnsbury C. H. Goss Sup. Co 
WhiteRiverJct.The Shepard Co 
Inc. 
VIRGINIA 
Newport News Noland Co 





SMOKELESS 
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Norfolk 


Richmond 


Roanoke 
WASHINGTON 
Seattle 


Spokane 
Tacoma 


George G. Lee Co 
Seaboard Sup. Co. 
Standard Sup. Co 
Tidewater Plumbing 
Supply Co 
Tomlinson Co., Inc 
Crane Co 
Haines, Jones & Cad 
bury Co, 
McGraw. Yarbor 
ough Co 
Tomlinson Co., Ink 
Noland Co 


Bowles Co 
Crane Co 
Seattle Pibg. Supply 


Co 
Walworth Mfg. Co 
Hughes & Company 
American Plbg. & 
Steam Sup Co 
Bowles Co 
Crane Co 


WEST VIRGINIA 


Bluefield 
Charleston 
Clarksburg 
Huntington 


WISCONSIN 
Eau Claire 


Green Bay 
LaC roan 
Vadiaon 


Milwaukee 


Oshkosh 
Wausau 


WYOMING 


Caaper 


Bluefield Sup. Co 

Crane Co 

Willams Hdw. Co 

Bailey-Farrell Mfg 
Co 


Ww H Hobbs Supply 


Murphy Sup. Co 
LaCrosse Plbg. Sup 
ply Co 
W_ A. Roosevelt Co 
Rundle Spence Mfg 
Co 
F.R 
Co 
The Robert Rom Co 
Rundle Spence Mfg 
Cc 


Dengel Mfg 


Standard Sanitary 
Mfg Co 


2) 


Wisconsin River 
Supply Co 


M. J. O'Fallon Sup- 
ply Co 


ARCOLA 
HEATER 
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DARLY reflections are happy ones when the 


bathroom 1s a room of n agi 





the fixtures have the rare worth and | 
jistinguish Kohler Enameled Plumbing Ware 


» home today an have at least one ich bath 








j ht. The fix f th | 
. 1 | 
Kohl inobtru fused in | 
' ' 
enamel, « be of a quality that 1 
passed Yet Kohler Ware costs » 
. 
for Booklet E 
x t F id Kohler, W 


BRANCHES IN PRINCIPAL CITIE 


KOHLER oF KOHLER | 


namele umbing Ware 
Enameled Plumbing We 


Watch the Kohler Advertising 


1,599,33 


advertisements which ire appearing 


wn in reduced size, 1s another of the beautiful full 


pI in color 1n 


Evening Post every four weeks, and in many 


1 
tant publications, with a combined circulation of 


ies. Prospective customers of yours are reading 


} 


this continued story of Kohler quality. Hook up with this 


ilk 


Show Kohler fixtures; display Kohler advertt 


GVer ising 


Kohler Ware Increased sales will be 


1 1873, Kohier, Wis Shipping Point, Sheboygan, Wis 
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@elween Ourselves. 


The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


ROM ALASKA, UP WHERE THE SUM 
mers are short and the winters long, it. i 
logical that we should receive an inquiry con 
cerning the article on “Powdered Coal” which ap 
peared in a recent issue Charles Gechner, ot 
Seward, Alaska, writes for further information. We 
claim what is called in newspaper jargon a “scoop” 
on the subject of powdered coal. Shortly one of the 
biggest national papers in the country —a busines 


paper of a general character—is going to follow ou 
lead and publish an article concerning powdered 
coal. I’m glad we were first to nail the flag to the 
masthead. I like to see that tradi 


tion kept up. 


Jokers Beware! 


Y' U’LL REMEMBER THAT IN 
the June 13th issue your attention 
was directed to an article on “Net 
vous Water Lines in Steam Boilers,” 
We directed your at 
tention particularly to the sales value 


rhume@t 
by A. G. King. 


of the use of highly technical terms % at a 
¢ 


: Bee | 

after the manner of the fashfonabl |e, 7 

P | a g 
physician who always calls any ail my «NA 
ment by the longest name possible € + 

<4 | eer i} _ " 

In a second article on this subject, ‘it 7 ) 

= ; ° ; | «PrN, f 
Mr. King gives some further aids to ae Beh 
;: ’ . — } 
diagnosis of nervous water lines, and / A: 
prescribes the treatment. Sometime: | aie f' Ni 
it’s the supply line. Sometimes it’s the | Z 

: e : os ‘ Wy 
gauge itself. As a diagnostician of steam LE. 


boiler troubles, you'll find Mr. King’s 


yey 


dissertations on the anatomy of boilers 
valuable. Careful readers will be entitled 
af 


to the degree of D.B.D)—doctor of boiler a 


wc 


i 


4 1 pO a 
AY - we megs 


2 ea 


lee was THE GiSGEST Qomested 
| im THe, JoKER DECK 
IT 1K WE PULeo A HOARY 


(Order mpargt Me 
mire, ) the 1 ab lit t 1h¢ ( 
i] then Hi nes to e ft ‘ thre t 
national and local associat eXxpre themsel ve 
n this te pic and, tor the n tp { Leu 
their letters in tl wsue and t ‘ { 
community Pheir opin re mies th thr 
advantage ot le mtact the thre | 
my this movement are based o1 i realization 4 
ndustry’s need dy ere ! 
own needs, 
JUMMER TIME AND SWIM 
min have been inseparable 
th t bov Ort thre first 
— covered the first swimimi e. But 
is we grow up, the fun and conven 
Pact ience of the old swimmin’ hole are cd 
nied to us So we build elaborate 


lawo THEY HUNG HIM BY THE, 
| 


| an hh NECK 800 » 4 
By tat Aas 






S\4 


raha 
, 





diagnosis. 


ILT MARVELS HAS SPREAD HIMSELF 
4 in this issue about a new plumbing store and 
shop. Under the title, “All the Fixin’s,” Milt gives 
ou a little insight into the things about a store 
which help a merchant sell his wares. As he draws 
1is analogies from some of the bigger and most suc 
essful retail establishments in the country, his 
ulvice 1s sound. His enthusiasm contagious, 


N S42tisS ISSUE WE GiVi: YOU THE 


thoughts of some of the country’s leaders among 


naster plumbers concerning the “Make An Order 


feature im our 
on we will cat 


over the coun 


know the wvene’ 


member that 
dollars a yea 
at all times be 
often makes 


failure 


vimming pools and try to steal a 


few hours of kid-days fun from. the 
WoOODit en Science has thrown 
nan protect iround vimming 
pool Careful study has developed 
ertain principles of desi 1 care 
hich must be followed 1 l¢ hat 
maximum number of peopl 
enjoy the ple isure offered by the por 
without danger of disease lack 
Hinman, Jr., associate professor of 
Sanitation, Jowa University, has writ 
ten a comprehensive — article Ol 


“Swimming Pool Care and Westen 


sy? ees NOTIC!I THA’ 
last week we inaugurated a new 
Market Report section From now 


rv a summary of busine condition 


try so that, at a glance, readers ma 


al trend of things in our field. Re 
there are men who pay hundreds ot 
for such a service so that they ma 
on the right ide of the market, which 
the differenes between UCC ind 
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“TOLEDO” NO. a 
THREADS 4'.” TO 
PIPE SO EASILY ONE 
MAN CAN DO IT. COM- 
*PACT, PORTABLE AND 
EFFICIENT. 





f LARGE PIPE IS EASY TO 
TOLEDO" NO. 2. THE THREAD WITH “TOLEDOS” 


“ST ANDARD” 2! 













Set Gat’ Canes olf “TOLEDCS” were the first tools that made it possible for one 
AND THE EASIEST TO man to thread pipe lover than 2-inches, and to-day ““TOLEDO” 
OPERATE Pere tools for threading large pipe is the most complete and efficient 

r line on the market 


You will find no other threading tools that can compare with 
“TOLEDOS” for compactness, portability, ease of operation and 
all-around efficiency 
It is possible for one man with a “TOLEDO” tool to thread any 
size pipe up to 12-inch and do it easily 


We will be glad to send our complete catalog on request 


BUY BY COMPARISON AND YOU'LL BUY A 


THE TOLEDO PIPE THREADING 
MACHINE Co. Toledo, Ohio 


NEW YORK OFFICE, 50 CHURCH ST. 





—AND FOR THREADING 1” TO 2” “*TOLEDO’?’ No. 1A 





COMPLETE 


NET PRICE s 1 200 


(West of the Rockies) $12.75 
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Another EATING and piping con 


a tractors finished a success- 
MUlestone ful convention in Detroit 
not many days ago. In attendance were 603 registered 
delegates and guests. All reports testified to a year of 
great progress, Particularly was progress noticeable in 
the work of establishing boiler ratings on a logical and 
workable basis and in the work of standardization, It 
is in the handling of important measures such as these 
that associations prove their worth. Here were men, in 
daily contact with problems brought about by conditions 
in their industry, with an organization fitted to work 
out practical solutions and powerful enough to have 
them adopted. The coming year’s work will be largely 
that of carrying on the constructive activities which 
already have contributed so greatly to the advancement 
of the industry. To carry them on, the members voted 
to retain the capable officers that have so efficiently man- 
aged the association's interests during the last year. The 
realization that progress is being made is always satis- 
fying. The Heating and Piping Contractors National 
\ssociation can have that realization. 


The game man plays 
the game always. 


Tune PEAKING of conventions, the forty- 


third annual convention of the Na 

In tional Association of Master Plumbers 
is now history. Word has not yet reached those who 
were unable to attend of what went on at Portland, but 
it was a foregone conclusion that much of importance to 
plumbing was to be considered and acted upon. What 
those men who were there did will have its effect on 
those men who were not there. No group of men as 
large as that which met in Portland can act without 
influencing the actions of all in the same business. All 
master plumbers, therefore, should study well the pro 
ceedings of this big convention and shape their activities 
) that they will be in tune with the ideas that come out 


f the west to advance the plumbing industry 


The way to make dreams 


come true ts to wake up. 


15 





ST evervbor ince early 
A Good pees oe aa 


childhood, has heen told ot 


\ 4 - | 
YH ord benefits that come trom being 
able to say, “No.” Everybody knows that 1 1 
word to sav in many cases, and most everybody ha 
failed to say it at one time or another | 
have. One of the best times to call that little word into 
action is when vou are asked to do work without profit 


Nowadays it seems that every master plumber and hea 


: y ’ “ure rate ovcethet he 
and, in an effort to keep his organization tog her, 


; | t \ ) ke son of that 
otten feels that it 1s necessary to. take ne ¢ 


“ ” 2p scelel an 
work, It is hard to say No But he should 1 


; 7 ee eee me Pe 
sight of the fact that to stay in business and provide fot 
himself and his family he must make a profit. So, let 
remember that “No” is a good word to know And 


if 


furthermore, let's know when to say 


Some people want to be in the 


ft th 


“coum” even tf they drown 


THI II \ lek po sthle oe id i 
/ 


FF PMI TIS sen to bave your disp 
Mode!s nxtures connected to ga and 


water, so that your prospects. can see how they worl 
\ working demonstration is always a big sales help 
(hat is why vou are given a ride in an automobile whi 
vou are thinking of buying one Chat is why milliner 


Bein ani aaa 
and dressmakers have models to display bats and gowns 
Seeing is believing, they say. Therefore, 1f you connect 


your plumbing fixtures to water and your gas appliances 


to gas, and illustrate your sales talk by operating them, 
you are not asking your prospects to believe anything 
that vou cannot show them. Lverybody has the feel 
ing that he would like to try out what he buyin 

before he puts his money into tt And, while the 
staple plumbing fixture is no mystery to the or linary 
person, the selling psychology of showing it in opera 
tion is there Connections to water and gas make po 

sible more life-like displays, as well You can do 
much more with a shower that showers and a heat 


| 
that heats than you can with either of them hung on 
a wall or stuck in a corner—liteless \s lone as vou 


have a display room, have everything that goes with 1 








A. Boyd Thorn's 
establishment be- 
gins to make its 
impression from the 
moment the pro- 
spective buyer ap- 
proaches it 





All the Fixin’s 


3y MULT MARVELS 


the store with minds made up that not 


AS YOUR wife ever in ted that you take an hour They march into 
: off and go with her to see that new dress she ill the eloquence of a William Jennings Bryan could 
vant to bur I'm not going to call up ans make them spend a dollar more than so much. 
harrowir memo! bout dresses that your wife thought But that belligerent state of mind soon fades. Onc: 
ver cl p, and ic] thought would be dear at in the orderly store their very interest in the merchandi 
half tl rice All I wan ou to remember is. that displayed works against that state of mind And if th: 
omething made uur wife think that the price was right man who planned the store decorations knew somethin: 
becau can from th particular shop I've heard about the effects of color and arrangement, and mad 
f womer iting the label out of an old dress and sewing use of his knowledge, there’s no telling just how muct 
it into a new one to give it the prestige of that shop those people will spend for what they want. 
What is it that makes the ladies willing to pay fancy 
prices in these so-called ‘‘exclusive’’ shops? Atmosphere THE IMPORTANCE OF APPEARANCES 
And not only the ladie Lead the average man or woman PYRNHAT'S a long introduction I make it so purpose 
who has made a study I tfecause I want you to appreciate the everlastir 
order 


into a shop planned by someone 
f ours and watch what happens importance of your shop and its place in the 


16 


of this old human nature o 
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things which make for good and better business. No 
merchandiser can be indifferent to appearances. He 
wouldn't go to a formal dinner in a pair of overalls He 
wouldn't, if he’d been asked to make a speech on sanita 
tion at a public gathering, put on the clothes he wears 
while he’s toiling under the automobile 

And yet the master plumber is, or ought to be, making 
speeches on sanitation all the time. His shop ought to 
be a constant example so that people may find ‘sermons 
in the enamelware and health in the running water,” to 
paraphrase Shakespeare. The shop which is able to get 
a higher price for that dress for your wife we've been 
talking about, is the shop which looks better than the 
one next door or down the street. 

Which brings me around to Clearfield, Pennsylvania 
and the new shop of A. Boyd Thorn, which was planned 
with these considerations 
in mind. There's a touch 
of genius in the plan of 
this building. Think for 
a moment What is it 


The two upper pic- 
tures are views of 
the sales room where 
which suggests to every a knowing use. of 
one, young or old, the color and arrange- 
ment aids the tale of 
sunitation of the 


idea of absolute, uncom- 
promising cleanliness? I'll 
tell vou. Anything which ee 
suggests a Dutch house 
hold. When a_ person 
sees the building which 
is pictured at the head 
of this article, and looks 
through the display win- 
dow, or steps into the 
sales room, he or she is 
immediately impressed 
with that sense of clean 
liness. 

Why? Inthe first place 
the building is of a type 





which was developed from Holland houses. And then 
the interior! Delft blue tile panels, with blue-gray 
borders, make up one of the most pleasing backgrounds 


it has ever been my good fortune to look upon. Delft 
blue is so distinetive a color, so bound up in associations 
with the immaculate character of Dutch housekeeping, 
so pleasing and restful to the eyes, that it has a definite 
value. And the whole make-up of the new Thorn estab- 
lishment has capitalized that established fund of asso 


iations. 
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When vou step through the front door, in contrast 
with so many other stores, vou seem to have walked into 
another country You want to sit down in one of the 
easy chairs and spend a while in letting the total impres 
sion of blue and white and gray sink in Believe me 
that store has all the fixin’s necessary to the right setting 
for the sale of sanitation 

Around the room your eye follows a line of gleaming 
enamelware, sinks of various types with polished fittings 


closets, lavatories——everything looking as bright and shiny 


as a school bov's face which has just been serubbed \ 
sales room as neatly decorated and a pleasant a thi 
one cannot but aid sales You have no doubt had the 
experience of many of us We feel the need for some 
article We turn into a store with the intention of buy 


ing The character of the store will decide verv largely 




































Whether ol not we buy 
anything or Whether we 
find omething better in 
quality and gladly pay the 
additional cost 

It is not too much to sa 
mat the character of the 
ile room a merehandisetr 


maintains has a great deal 


of effect in building up a 
reputation and i con 
fidence in the ervice ot 


fered \ badlv-kept ale 


room is like a shifty eved 





individual. * It) inspire di 





The lower picture 
shows the office trust ot the method ot 
where the latest office , 
co the organization back of it 
equipment and = sys- 


tems speed up the 


work of conducting LAUNCHING THR NEW 
the business STORE 

NOTHER important 

A matter which i ire 

quently overlooked i the 

matter of launching a new shop properly Why shouldn't 


a smart-looking tore like this one be given as good a 
“send-off as any other retail establishment? We repro 
duce in this article the front page of a folder which wa 
sent out announcing the opening of the new A sovad 
Thorn establishment At every point, whether one think 
about the looks of the folder, or the language of the 
message, if meets the highest standard of retail adver 
tising 

The decorative borders on the cover were in the same 











Delft blue as the stor And the message on the inside 
page is as dignified as John Wanamaker could desire 
There is printing only on the cover and this one inside 
page There w no attempt to crowd in a lot of flowery 


imple, dignified, to the point 


1 I th ound like real advertising Here is a new 
center for the ervice which advances sanitation, health 
nd mfort in tl odern American home.’ 

Then follows an invitation to visit the new building, 
followed | th gem On these day late tendencies in 
heating, bath techen and laundry installation will be 
} “T 





Iwo views of the stock- 
The top 


is of the 


picture 
for fit- 


tings. The bottom shows 


rooms. 


room 


where enamelware, ete. 

ix stored and the open 

apace left for trucks 

And then comes the neatest touch in the whole plan 
The last line says, ‘Please present the inclosed admittance 
eard.”’ Class? I'll tell the world and all the universe 


Doesn't that line place this plumbing and heating estab- 
the the 
I sure hope that one of the local 


lishment on a par with most exclusive and most 


ultra of retail shops 


jesters who turns on the 


jokes—if 


poor plumber when he’s out of 


there is such a one in Clearfield—got one of 


those announcements. Let him laugh that one off 
So much for what the public sees of the A. Boyd Thorn 
establishment Office, shop and stock rooms have been 


The office, 
is equipped with everything necessary to 
The 
“A place for 


just as carefully planned just to the rear of 
the sales 
the 


rule 


room, 


systematic conduct of an up-to-date business. 


which governs rigidly throughout is: 
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everything and everything in its place.”’ 
will indicate the 
one of the shop is 
books, 
and 


The photograp! 
extent. 

library of plumbing ar 
the trade papers. Ever 
magazine index card. When one 
the the name of the man taking 
is written on the card and he is responsible for its retur 


facilities to 
kept a 
with 


storage some 
end 
heating together 
book 


taken out 


has an 
date and 
In the rear of the building is the store room. One sii 
pipe On the other sii 
is a platform, six feet wide and running the length of t! 


racks for all sizes of pipes. 


has 













room. On this platform is stored enamelware in car-load 
lots tjelow the platform are soil pipe, radiators, rang: 
boilers, ete. The center 
space is kept clear for 


trucks 
CONSTRUCTIVE 
POLICIES 
T MIGHT be well to re 
| view briefly the policies 
which 


modern 


have made th 


establishment pos 


sible. Advertising must 
stand high in those poli 
cies, because Kenneth L 


who is now at the head of the business, be 
in advertising. Not just hit or miss methods 
of advertising. Advertising from Thorn’s is well directed 
They have built up segregated mailing lists. Adver 
tising which is addressed to the housewife goes to the 
housewife and not into the office of the head of th: 
family. When it is thought desirable to send a sale 
message to the head of the family, he gets advertising 
which is directed to him and couched in masculine terms 
Great used in building mailing lists s: 
that they would include no names who could not possibly 
or capable of paying for, sanitary and 


Thorn, 
lieves 


care was these 
be interested in, 
heating 

A constant check is kept on 
they are at all times as nearly 


service. 
lists so th 
is human 


the mailing 


correct as it 
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possibletokeepthem. New names 
are added, addresses changed, 
old names discarded as soon as 
information requiring such 
changes is received. When a 
mailing of the postal cards, on 
the back of which the advertis- 
ing message is printed, has 
gone out, for the next few days 
the local papers carry co-ordi 
nating advertisements. Repeti- 
tion, don’t forget, is one of the 
best means to assure success in 
advertising. 

When an estimate is sub- 
mitted by Mr. Thorn, attached 
to it is a neat booklet made up 
of loose leafs. cach leaf de 
scribes the fixtures recom 
mended and carries an_ illus- 
tration. And when an instal- 


lation is made, every valve has STORE of us are willing to pay a little 
attached to it a tag which in KW more for clothing which bears 


dicates just what outlet it con- 
trols. Naturally, the tages bear 
the name of A. Boyd Thorn, 
and so become constant re- 
minders of the service ren- 
dered. Likewise, after a repair 
job has been completed a card is sent out in which the 
hope is expressed that the work has been satisfactory, 





MODERN : CONVENIENT : EXTENSIVE 


--- where a service may be expected! 
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requesting to be notified if it 
has not been installed in ac 
cordance with the owner's 
ideas of what is correct 

Just one more point I want 
to make before closing If I 
had been writing about a shop 
in a city of half a million peo 
ple, perhaps some of my enthu 


siasm might have seemed ex 


cessive But Clearfield is a 
city of something like ten 
thousand people I cite the 


fact as an indication that hu 
man nature is the same 
wherever you find it People 
will react to the same evidences 
of high standards everywhere 
People in Clearfield are glad to 
pay a little more for service 
from Thorn’s, just as the rest 


a label associated with quality 
in workmanship and materials 
sig town or little town, as I've 
said before, you can win con 
fidence only by maintaining the 
highest standards and applying 
the most advanced ideas in merehandising, advertising and 


store planning 


Legal Decisions 


EFFECT OF REDUCING CONTRACT TO WRITING 
HE execution of a contract in writing supersedes 
Ew the oral negotiations or stipulations concerning 
its terms and subject-matter which precedes or accom- 
panies the execution of the instrument, in the absence 
of accident, fraud, or mistake of fact; and any repre 
sentation made prior to or contemporaneous with the 
execution of the written contract, is inadmissible to 
contradict, change, or add to the terms plainly incorpo- 
rated into and made a part of the written contract. 
If, however, a party is induced to sign a contract by 
fraud, he can, of course, avoid it for that reason. But 
it is clear that merely falsely representing to a man in 
possession of his faculties and able to read that a writing 
embodies their verbal understanding is not the fraud the 
law means.—Supreme Court of Oklahoma, in Outcault 
Advertising Co. v. Waurika Nat. Bank, 227 Pacific Re 
porter, 144. 


GEOGRAPHICAL NAMES AS BADGES OF TRADE 

GEOGRAPHICAL name is not the subject of exclu- 
A sive appropriation, but an established trade of 
which it is the badge will be protected against unfair 
competition by the use of the name. If such a name 
so used as a badge of trade be taken by another with 
intent to mislead the public to the injury of the com- 
plainant, equity will enjoin, even though otherwise the 
defendant would have the right to use it. If no fraudu- 
lent intent in the adoption of the name appears, equity 
will relieve if the use of such name by another confuses 
and misleads the buying public to the injury of the 
complainant. Diversion of the complainant’s trade by 
the use of the name is fraudulent Neither actual con- 


fusion nor actual fraudulent intent need be shown where 
the necessary and probable tendency of the defendant’ 
conduct is to deceive the public and pass off his goods 
or business as and for that of the complainant Court 
of Chancery of New Jersey, in Evening Journal Ass'n \ 
Jersey Pub. Co., 124 Atlantic Reporter, 767 


MATERIAL ALTERATIONS OF CONTRACTS RELEASE 
SURETIES 
PINHE general rule is that when the contract which 
| the surety guarantees is materially altered the surety 
is released This results because the modification is 
tantamount to the making of a different contract from 
that to which the surety was a party, and the substitu 
tion of one which he did not guarantee It is also well 
settled that a surety is wholly or partially discharged 
by a release on the part of the creditor of any security 
held by the latter for the payment of the debt Thi 
rule rests upon the legal right of the surety to pay the 
debt and be subrogated to whatever security the creditor 
held.—Court of Civil Appeals of Texas, in Security State 
tank v. Dawson et al., 261 Southwestern Reporter, 821 


“FRAUD” 

664 RAUD” embraces all the multifarious means which 

} human ingenuity can devise, and are resorted to 
by one individual to get an advantage over another by 
false suggestions or by the suppression of the truth. No 
definite and invariable rule can be laid down as a general 
proposition defining fraud, as it includes all surprise, 
trick, cunning, dissembling, and any unfair way by which 
another is cheated Supreme Court of Oklahoma, in 


White v. Armstrong, 227 Pacific Reporter, 130 














Nervous 
Water Lines a 
in 
Steam Boilers 
Article No. 2 








\ continuation of the discussion which 
\Ir. King commenced in the June 13th 
issue of “Domestic Engineering.’ Further 


causes and remedies are here suggested 








Fig. t.—INustration shows what happens when the water 


dy A. ( . KIN( ; gauge is improperly and properly connected 


1 t , lled attention to the fact that line Assuming that a water column is used, as shown 

! | not Iw leave i boiler when it on the right hand side of the boiler, the pipe connections 

final disappears from the gauge glass to it would be made in the manner described and there 

ihe | tt n hat wa given in thi article (water being no circulation through it, the water in the gauge 

! kit pinthe ys tion represents but one phas« glass would show the true height of water in boiler 
- 1 The disappearance of the water from 


he method of connecting CONSIDER THE VELOCITIES IN THE PIPING SYSTEM 


1 ntot boiler Phere is a rapid upward THEN a low pressure boiler is clean, that is, is free 
/ 
! ft vater in the thin water-leg of a sectional f of oil, oily seum and dirt, and the water leaves the 
































nr t e thin wat egs form the wall of the com boiler by being “thrown into the piping system, the 

n chamhs ind tl an true of the cireulation reason for this action may be found in the high velocity 

sund boiler If the lower of the steam at the outlets or in the upright pipes leading 

end of ® water column i onnected into the thin water from the steam dome or boiler sections This is a very 

not sectior rto the return pipe entering the common source of trouble and therefore the steam fitting 

er. th vater will disappear from. the craft should be able to determine the conditions which 

! rts to boil rapidly The cause it The average fitter knows but very little about 

pwat culat thr the water-leg or fire pot will the velocity of steam travelling through a pipe. It is an 

! I pipe connecting the water important factor of every steam or vapor job and should 

! iH er, the water does not leave the boiler. be carefully studied, as no man is capable of planning an 

Fig. 1 illustrat vhat happer when the water gauge eflicient vapor or steam heating apparatus who does not 

n proper! nd improperly connected On the consider velocities when sizing the piping of the system 

chi hand side of the boiler the water column is shown Comparatively high velocities are allowable in steam 

properly connected Due to tl ipward circulation in mains or steam pipes through which the condensation is 
the fire pot, the water pulled down in the water column not required to return against the steam. The velocity 
connection to. the ipparent at the boiler outlets + o1 

r line B, the shaded pip: 2000 Jo 4 Condensing Surfoce through the risers out of the 

' } ipproxil Z f., boiler, however, must be low 

On tl _ mee i or water from the boiler 

le of the boiler the “=F: - will be carried into the pip 

f olumt nection Tig ing in suspension with the 
ire correctly made and there 2) 4 ; steam This condition i 
no circulation of the water iif quickly noticeable when the 

n the water column ot on 1| boiler used is one of the 
' ' herefore. a true flash type or what is termed 
water ne registered in fa Area Outlet 125649 77 “sensitive.” However, it is 
the auge gla at all time y freo Mair ait el what may be expected of any 
indicated by \ | low pressure boiler if prope! 

rl ipper end ' 4 A. set 2A ASF are is not exercised to lower 
wate samen ta. dhowe. cot ( } the initial velocity of the 
nertel to the steam dome , iS 1 team through the upright 

7 rv boiler outlets 


from above the water line 


, at _ ' 
‘ the ver d to the . It is said that few low 
ind h lower end h Fig. 2.—If the main is connected in the manner shown, the } F * 
steam dome below the water water will be carried into the piping pressure heating boilers will 


i) 
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deliver dry steam to the piping when the initial velocity 
at the outlet exceeds 20 ft. per second and yet a velocity 
of 35 or 40 ft. per second is allowable in a 114-in. or 2-in 
main or from 50 to 75 ft. or more per second in mains 
of larger area, according to their and the 
required of them. 


size service 


— Condensing Surface 
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3—By connecting two 4-inch outlets as shown, the 


velocity of the steam is reduced 


THE ACTION OF STEAM IN CARRYING WATER OUT 


OF THE BOILER 
HY does the steam pick up water when leaving 
Wi ine boiler at a high velocity? There are several 
very good resaons for this. Probably the chief reason 


for such action is found in 
the fact that the steam does 
not move towards the outlet 
in a direct line but rather 
with a spiral or whirling 
motion and the rapidity of 
this motion is increased as 
the area of the outlet is re- 
duced or the area restricted. 
For this reason it 


Velocity iff - 
per sec 


is neces- 
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established fact that in the center of a whirling current 


the fluid, owing to centrifugal force, is rarefied, and the 
degree of rarefaction depends entirely upon the velocity 
of the whirling 


sufficient velocity passing over 


current; for this reason a whirlwind of 


a body of water will cause 


a waterspout. If the steam, as it escapes from the boiler 
approaches the outlet in a whirling current, it will form 
a waterspout which will lift the water into the piping 


provided the escaping steam reaches a sufficient velocity 
HOW TO REDUCE STEAM VELOCITY 

OW can the lifting of the water in this manner be 

H prevented? By increasing the number or area of 

the boiler outlets. mannet 

we show by Fig. 2 a sectional boiler supplying 


To illustrate this in a simple 


2 ooo sq. It 


of condensing surface with a 4-in. main connected to th 
boiler by a single 4-in. riser. The velocity in the main 
also in the riser, is approximately 36 ft. per second If 
the main is connected in this manner it is certain that 
water will be carried into the piping with the steam 
also the water will leave the gauge glass, as the slightest 
pressure is developed on the boiler. By connecting two 
4-in. outlets with the main, as illustrated by Fig. 3, the 


outlet velocity is reduced to 18 ft. per second (36 divided 
by 2). 
If this is a 


“sensitive” boiler, or one of the “flash 


type, there may yet be trouble with the water line unde 
conditions of heavy firing or a dirty boiler 

If a third 4-in. outlet is connected to the 4-in. main 
(Fig. 4), the velocity in the upright pipes reduced to 
12 ft. per second (against 36 ft. in the main) which will 


insure that comparatively dry steam will be supplied to 
the main and that the water 
5g /! Congensing line will remain steady un 


der all conditions of firing 


Velocity Jef? per sec It may be well to say that 


—— 


in submitting these illustra 
tions ‘“‘stiff’’ joints are used 
in in 
In practice it is 


order to simplify them 


well to use 
swing joints at the top of 


j the risers out of a boiler in 


























sary to enlarge the outlet in | Area Outlets -37 6419 order to provide for expan 
order to lessen the velocity. Aree Main - 446649 sion and flanges should be 
Some years ago a writer placed in the uprights 
contributed an article on 2 We have been asked many 
this subject to Scientific times to explain what we 
American in which he said: consider the best method of 
“Let the water from a — oe making the supply and re 
bucket or basin escape ee : - ° a 7 6. @ ve ~s turn connections at the 
through a hole, at or near” Fig. 1.—Sometimes three outlets were necessary, as shown boiler We _ unhesitating]s 
the center of the bottom, above say “Connect the outlet 
and the water in the vessel by swing joints into a steam 


will form in a whirling current around a vertical line 
above the outlet. If the water escapes through a pipe, so that 
there will be a the velocity of the 
whirling current 

“A storm center or area of low barometric pressure is 
another illustration. all of the 
air currents influenced by it will move, the same as water 
Now the ques- 


downward suction, 


will be increased. 


Towards such an area, 
in a maelstrom moves toward the center. 
tion is, will not steam in escaping from a boiler directly 
upward into a dome or steam pipe act in the same manner 
as water does in escaping from a basin, or as air does 
in moving toward a storm center? And in this connec- 
tion it should be remembered that a storm 
point where the air is escaping upward, and that it is 
‘auses the water in the basin to 


center is a 


the escaping air which 
form in a whirling current around the outlet.’’ 

The theory this writer many years ago 
It is now a well 


advanced by 


has been proven true in actual practice. 
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Fig. 5.—A recommended method for making supply and return 
connections 


















































' , \'T i - 7 19? 
2 DOMESTIC ENGINEERING June 2/7, 192 
header having an area at LK” two 5-in. risers out of boiler 
eran — clas “4 : ee 
least 50 per cent reater YY are connected into a 6-in 
lé ) pr ‘ ere f Y 
than tl rea tl mair steam header. From the front 
ati ‘ ' t a) iit he : 
ipnl ( truct ' | 6 Jfeam /eager of this header with a reducing 
pple mstru r irl | | / 
se - ~ { ewing t . d ‘ 
header at or around the rear ig | ] | | | wing joint, one 4 wademasegie 
f the boiler, and from tl aus TT = ie connected, The second 4-in 
f he Ol ant rom hit 
— = 3 Lov0/k/99 is taken from the suy 
rear of tl im header con > 4 e pe v oo main } aKken n I 
y ader at a point about 
ect ar pipe witl ply header at a point ¢ 
’ Dis re wee — Water lire = » 2 ) . 7 av 1 he ste 
the return header, this pipe f Bo:/er % midway between the stean 
1 tl . i t : rie | r | | T outlets of the boiler From 
fant Lhe re irn header) oO bs = t 
} i Benet « half the * i the rear end of the header ; 
yf i me-Nail 1 
diameter of tl team sup : 3-in. equalizing pipe con 
amete ot! thie Steam sul ~ 
ply 1 , A 1 } id ‘ — nects with a 3-in. retur: 
) l ia 1d ob 
placed in tl . pit 4 header and a 2-in. return i 
P| i i tii * ) )? 
t tl water lir ind connected into the equalizer 
i ‘ ‘ ‘ it ia ' 
hould connect ti — +t} Ct Eq SS SS by the checkless method. 
houl onne the return . 1 - , a ; 
nto this tee by the check a I J Heoder A boiler connected in thi 
I method. Fig 5 and 6 4} me ceo Mt é manner will always hold a 
will illustrate a typical boiler 4 ae —* steady water line if it is free 
connection a uggested of oil and dirt. 
above and we recommend Fig. G—Elevation of the boiler, showing recom In all of the foregoing il 
thi method for all steam method for making supply and return connections lustrations and suggested 
boilers which are used for methods of installation, we 
ure steam or modified heating systems assume that a satisfactory difference in height between the 


vapor, low pre 


end of and the water line has been 


provided,to compensate for the pressure drop at the end 


of the 


main or dry return 


line 


Making Use of General Publicity 


Fig. 5 shows a plan and Fig. 6 an elevation of the boiler 
and connection Assuming that the work requires two 
j-in. mains and that the boiler has two 5-in. outlets, 

F “all that glitters is not gold,’ it is just as true that 

all that appears in the news columns of your daily 

paper is not news in the true sense of the word. Much 
of it is “publicity To advertise your business it is not 
always necessary that you sign your name to the space 
which you have bought for that purpose Most papers 
will co-operate with the advertiser now and then by 
including in the news columns material which the adver- 
tiser furnishes. 

Such material must, of course, be in the form of news 
and must be of general interest Not many papers will 
publish news items which on their surfaces are nothing 
but advertising cast in the form of news But there is a 


legitimate class of news items dealing with the industries 


which you represent, and which newspapers generally are 


willing to publish. 


For instance: If your state association adopted at its 


annual convention the resolution presented by ‘‘Domestic 


Engineering,” in which the pollution of streams is 


that 
the 


con- 


item to effect is eligible 


You 


news perfectly 


the 


demned, a 


for publication get local tie-up in way you 


write it. 


PYAHE 
this fashion recent annual 


the Blank Master 
R. E. Jones (yourself), of the Jones Plumbing and Heating 


Company, a resolution of interest to every sportsman in 


AN EXAMPLE OF PUBLICITY 
way to hand it in 

“At the 
Association of 


proper would be to start off in 
convention of 
Plumbers, 


State says 


the state was adopted. 
“This 
industrial or 


the 
civic waste, on the ground that such pollu 


resolution condemns pollution of streams by 
tion not only tends to drive away fish and wild game, but 
will ultimately threaten the 


we must depend. 


very water supply upon which 


the Walton 
a resolution and of taking steps 


“Organizations such as Izaac League are 


heartily in favor of such 
this evil.’ 
There you have a bona fide news item which, with the 


to combat 


inclusion of your name, forms a piece of publicity which 
cannot but create a friendly feeling among sportsmen, and 


among readers in general, because of the danger to the 


water supply, which is indicated. 

Another matter which would be of interest to general 
readers is the fact that the National Association of Master 
Plumbers has created a scholarship fund for the purpose of 
sending the of Tech- 
nology in order to fit them better for their chosen profes 
fact that the 


Auxiliary is contributing to this fund. 


young men to Carnegie Institute 


sion, with the additional Women’s National 


Your weekly contains many matters which, with a littl 
thought, may be shaped up into such news items which, 


when coupled with your name, form favorable bits of 
publicity. Do not discount the value of such general 
publicity. Great corporations and industries maintain 


staffs paid to do nothing but study the industry and its 
progress with a view to preparing material suitable for 


the press. 


The psychology of this publicity is very simple: If you 
associate any name for a sufficient number of times wit! 
constructive things—-such as the pollution of stream 
campaign and the scholarship fund plan—the averag: 


reader comes to attach a kind of pleasant consideration 


the name. It begins to be associated in his mind wi 
things which are for the betterment of conditions. A! 
the value is increased by the fact that the association 
indirect. Advertising, too, attempts to create a pleasa! 


But 
Ineant 


consideration for your name. 


people know that a 
They 


vertising is paid for and is to do that. 


not think of a news item in that way. 











: C Association Leaders 























G.D.L. RAYMOND 


President, Commectcul 
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any Leaders Endorse Efforts To 
MAKE AN ORDER AN ORDER 


S\ VERY responsible master plumber faces business to the price-cutter that he himself is not making money 
of which he brings on himself while and is preventing everyone else, figuring the same work 
others are forced on him by his competitors or by from making money. The folly of “robbing Peter to pay 


proble ms, some 


his sources of supply——the jobber and the manufacturer Paul’ has formed the subject of many editorials. 

In practically every move he makes, he must take account jsut it is hard to buck facts and the facts have been, a 
of the moves these others are making. He must be in every master plumber knows, that price-cutting has con 
dividual, but he daily reminded that he is, at the same tinued By the time one price-cutter has been educated 


time, part of one big system-—-the system of plumbing another one has sprung up. By the time he is educated 
and heating. If he cuts prices, for instance, he is affecting the first one, perhaps, is hungry for business and he 


others in that system If forgets his lesson. So 
others cut prices, they are “What are you going to do 
affecting him And so much with a fellow like that?” 
“TI may state tersely that ‘Make an Order an ’ : : 
price-cutting is going on ee foe F The point is that, in many 
Order’ is an explicit review of one of the practices . 
among master plumbers t é cases, the effort to eliminate 
detrimental to our industry.” ’ , ‘ 
among jobber and among . : : price-cutting has been aimed 
Albert J. Wilson, National 
manufacturers, that the sit : d : at the wrong target. The 
; Director, San Francisco. ‘ : , 
iation needs intensive study . " more the subject is studied, 
to determine the action the more apparent it is to 


“The covering method now in vogue by jobbers 


which will eventually cut leaders in the industry that 


: in the city of Detroit is the real reason for all the 2 
the heart out of cut price ay I ‘ ~ 5 : 4 the cause is the status of an 
competition Detroit now has. The better business ‘ : 
order and that price-cutting 


men haven't a chance, as the present day market : : : 
‘ . de I -— will exist as long as it is 


WHAT STUDY SHOWS 


wrices don’t mean anything.”’ 
A study of price-cutting ' : m anything 


: ; possible for _ irresponsible 
John Kk. Green, president, Michigan 


. Pl " | men to operate on blanket 
State Association of Plumbin 
many interesting viewpoints f & orders and as long as an 


_ _ Dealers, Detroit. order means eo little that 
knows thi It has studied the placing of it does not 
plumbing and heating prob “You are absolutely right. Make an order an stop “shopping. You can 
i tiem Wie dian ‘niin order. Once given, make it a contract to be filled. find the master plumber who 
No shopping after one has used the lowest legiti- can cut prices because he 


knows the jobber who will 


conditions brings to. light 
Domestic Engineering” 


with an organization § that 
mate price in his estimate.” | 


G. F. Reeke, National 


covers every ection of th 


country In fulfilling its oe é ; cut prices. This jobber can 
function as a trade paper, ? niga Green Bay, Wis. | cut prices because of the 
its judgment reflects the manufacturer who cuts 
theashifel conviction: of “There is no question but orders protecting prices. The blanket order 


plumbers for months to come based on past market 


men in the industries which puts the price-cutter in the 


it eerves, {te columns are prices is a detriment to the pinning business and field and keeps him there 
an “exchange” for ideas that « good source of bad price cutting. The whole house must be 
y ‘ ley Foori F 
are gathered from the field M. E. Crowley, Peoria, Ill. set in order. 
: * * * 
And in its observations of " 
price-cutting and in its talks On the topic ‘Make an Order an Order,’ would LINE OF ATTACK 


i lie . ‘ ‘<i i are i i ss ice 
on the subject with thinkers say that I believe blanket orders are an injustic 


“Domestic Engineering’s”’ 
in the busines Domestic to the trade.” ‘onvictions—the thoughtful 
Engineering’ has found the Robert H. Pilug-Felder, Philadelphia. convictions of leaders in the 
widespread conviction § that y ; . industry—-were summed up 

“Your editorial is right to the point and makes in an editorial of February 
the price-cutting that is a man’s blood boil when he thinks how our unfair 28, entitled, ““Make an Order 
competitors, including master plumbers and job- an Order.” It called the at 


things every tention of the industry to 


blanket order and on the day.’ : the harm of the blanket or 
J. M. Simmons, Wichita, Kan. der and its inducement to 


the elimination of most of 


going on depends largely on 
bers as competitors, do these very 


the elimination of the 


recognition that an order 


once placed is a closed “shopping.”’ Since then, in 
transaction these columns, the master 
Now, to trace briefly the development of this convic- plumber has been asked to look at facts thoughtfully 
tion lalks with master plumber after master plumber recognize the need for going at the source of the trouble 
have brought to light many individual cases of price-cut and endorse a campaign to “Make an Order an Order 
ting, have stressed the disastrous effects of such methods Many feel that it is a matter for the manufacturer’ 
of getting business, have sought remedies and have ter and jobber’s attention. It is, without doubt, a condition 


minated, more often than not, with the master plumber brought about by their methods of selling. The blanket 
asking, “What are you going to do with a fellow like order given by the manufacturer makes it easy for irre 
that?’”’ Some say, “Educate him.” Education is a power sponsible jobbers to go into business and the blanket! 
ful force, so, in these columns, it has been pointed out order given by the jobber makes it easy for irresponsibl« 
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master plumbers to go into business. The ill effects of the 
whole system fall on the substantial master plumber even 
more than on those who are responsible for it. It is, 
therefore, a matter for the master plumber’s attention. 


6 


Letters from Leaders on 


From Albert J. Wilson, National Director, San 
Francisco, Calif.:— 


“I may state tersely that, ‘Make an Order an Order’ 
is an explicit review of one of the practices detrimental 
to our industry and I am decidedly in favor that ‘An 
order once placed is a closed transaction.’ ”’ 


From John E. Green, President, Michigan State 
Association of Plumbing and Heating 
Dealers, Detroit, Mich.:— 

“I might say that my attitude toward these blanket 
orders is as follows: I believe that any order placed for 
future delivery that is not already covered by contract 
with the consumer is a detriment to the plumbing busi- 
ness. This does not mean that the plumber should not 
buy for stock. I believe that a man should be held 
responsible for any order he may turn in. 

“The covering method now in vogue by the jobbers in 
the city of Detroit, is the real reason for all the com- 
petition that Detroit now has. Under present conditions 
a man covers the same job with several jobbers which 
results in a final re-estimatiou for every jobber. Under 
this condition a man can go ahead and take work over 
a period of an entire year. At the same time by switch- 
ing his materials he can do it all on materials at a low 
market price. This results in the consumer getting the 
benefit of a shrewd plumber and a careless jobber with 
the result that the better business men haven't a chance, 
as the present day market prices don’t mean anything. 
They are not given even a good average to figure up. 

“Anything your paper can do to eliminate these so- 
called covering orders cannot help but do a lot of good 
for the plumbing and heating industry.’ 


From G. F. Reeke, National Director, 
Green Bay, Wis.:— 

“I have read your article of February 28, viz., ‘““Make 
an Order an Order,” with a great deal of interest, and 
in commenting on it wish to say that I agree with the 
thoughts you express. 

“We men of the trade, who have watched the progress 
of the plumbing and heating business for a great many 
years, and we who are inclined to profit by reading and 
studying these articles minutely, will refrain from fol- 
lowing the many unethical methods of the price-cutter. 

“In order to eliminate this practice, I ask the question, 
‘Where are we going to start?’ In answer to this, I sug- 
gest that we get at the root of the evil, and start at the 
manufacturer. During the last ten years, beginning with 
the World War, the demands upon American manufac- 
tured products have compelled the building of the largest 
industrial plants in the history of this country. The 
output of these plants had been absorbed by the heavy 
buying of foreign nations. Restriction of building opera- 
tions had no effect on these operators because they were 
all, to a more or less extent, interested in manufacturing 
war materials. Suddenly, we found ourselves confronted 
with the cancellation of these war orders, and large fac- 
tories had to be converted into peaceful pursuits, and 
there was a clamor for business in the home markets. 

“Gradually but surely the supply is catching up with 


The following letters show a nearly unanimous support 
of this method to check or eliminate price-cutting. With 
a definite line of attack now outlined and approved, the 
industry itself can and should set to work to clean house 


‘Make an Order an Order’’ 


the demand, and the efforts to keep these factories busy 
have resulted in the establishing of jobbing houses in 
every hamlet, and have also resulted in many sharp trade 
practices that have proven detrimental to all concerned 
Buying in quantity has long ceased to be an incentive, 
because of the ease of obtaining goods from a nearby 
jobber. This has brought about the establishing of new 
plumbing and heating concerns, a great many of which 
are the so-called one man shops, who are able to pur 
chase materials in small quantities at the lowest market 
prices. Legitimate selling, courtesies and ethics are cast 
to the winds in the mad rush for increased business 
This is retroactive in much the same manner in the 
plumbing and heating field. 

“Sharp trade practices can be largely eliminated by 
manufacturers subscribing to a code of ethics in har 
mony with better trade policies, and a stiffening of the 
backbone sufficient to put a code of ethics into opera 
tion. The economic situation of the country demands 
less business failures; less business failures result in a 
lowering of prices; lower prices, with good wages, stimu 
late buying, and with the assistance of the ‘Ask ’Em to 
Buy’ campaign, there is no reason why the trade should 
resort to unethical practices and continue in a panicky 
condition. 

“Through the efforts of the Trade Extension Bureau, 
the trade papers, the Standardization Committee, the 
National Association of Master Plumbers, and the vari 
ous manufacturers’ associations, we are brought to a 
fuller realization of better understanding and better har 
mony than heretofore, and I am fully convinced that a 
conference committee of all interested parties could draft 
a code of ethics which would eliminate many of the evils 
and unethical practices prevalent in the trade today 

“You are absolutely right. Make an order an order 
Once given, make it a contract to be filled. No shopping 
after one has used the lowest legitimate price in his 
estimate. Then, also, eliminate the practice of carting 
goods to house jobs and crediting the remainder by put 
ting it back into jobbers’ stocks, thereby carrying the 
bag for Tom, Dick and Harry, and increasing the over 
head beyond all reason. 

“Much more can be said on the subject, but what can 
you do with the fellow who fails to read all that is being 
said and done for his benefit, afraid by so doing his vision 
might be clarified to a better understanding, or who know 
ingly kids himself into believing that he has the ability and 
faculty to undersell or underbid those who desire to carry 
on their business legitimately, based on a legitimate over 
head and profit, and the kind of service he desires to 
render the community. 

“We may blame the manufacturer, jobber and plumb 
ing and heating dealer alike for the unethical trade prac 
tices prevalent today; it seems we are living in that en 
vironment, but the manufacturer may be considered the 
parent of them all, and we know that a child living and 
growing up amidst these environments will be guided 
in his habits and will follow these trade practices largely 
because of the fact that he is constantly surrounded with 
evil. 

“Let us, therefore, unite by national, state and local 
conferences with manufacturers, jobbers and plumbing 








< 


and heating dealers, to create a better ethical under- 


tanding, thereby placing the business on a higher plane 


of business ethics 
Herbert and Sons Co., 


From ©. J. Herbert, C. J. 


Chicago, Hl.:— 
The subjects referred to are matters wholly in the 
hands of the manufacturer ind jobbers and should be 
rrected by then 
The practice referred to is new to me I always un 
derstood that an order wa in order, and it meant with 
pecifications but I 1 ee] been active for some time 
and consequently am not up with the modern practices. 
However, I entirely agree with your position.” 


From Robert H. Pflug-Felder, Philadelphia, Pa.:— 





“On the topic ‘Make an Order an Order,’ would say 
that I believe blanket orders are an injustice to the 
trade that I er believe that every order placed 

hould specif lelivery within a given period and that I 


“Tam of the opinion that from the standpoint of 


the manufacturer set forth a condition to be 


very 


you 
but 
some extent to take into consideration the problems 


much desired, I believe that you fail to 


I am not of 


price 


of the average plumbing contractor. 
the that 
would be eliminated by a change of practice with 
regard to blanket 

Joseph W. Cannon, president, Plumbing 


same opinion as you are cutting 


so-called orders.” 


Contractors’ Association of Chicago. 
- . _ 

the manufacturer 
sells through the mer- 


“The the Bush’ is 


who directly or 


‘Bird in 
indirectly 
chandise scalper or broker or in fact who quotes or 
the 
established price at which his legitimate customers 


‘gives an optional price te anyone way below 


have purchased his product. He is the guilty party 


and the only one who should pay the penalty.” 
ki. D. Hornbrook, Kansas City, Mo. 


further believe than an order placed should be an order 


ound re for cancellation, and these 


there ar 
mild be 


asons 
to the taker 


unless 


reasons sl ceptable 


From J. O. Montrief, National Director, 
Ft. Worth, Texas:— 

editorial of February 28th 
Order.’ 
very 


“Tl have carefully read your 
inder the he 


‘The subject in q 


ading of ‘Make an Order an 


lestion was discussed ably by 


you; however, this is a subject that could be discussed 
for hours and from many angles I will give you here 
one of my viewpoints on the subject 

“T find it a very common occurrence that an archi 
tect will underestimate the cost of a building project for 


an owner, will receive the proposals for various parts of 
consider 
course, the 
the 
building be built; 
the 
and ask 
cuts, at the 
the job, which 


t} 


ne work 


ably 


gregate will run 


and they in the ag 


architect’s estimate Of owner 


over the 


is keyed up to the point of building, and architect 


that the 
eall in 


there 
bid 
them to 


very anxious 


liately 


is also 


fore, they imme several of lowest 


parts of the work 
for 


cheapen 


ders on the 
make 


requesting 


various 


suggestions same time 


and 
that 
know is an impossibility 


cuts 
not you 


Therefore, 


they do 


they are pitting one 


contractor against the other The several contractors 
submit lists of proposed cuts; then the architect and 
owner will compare these lists, compiling a list of their 
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own made from the several lists submitted, and aga 
pitting the contractors against one another. Of cour 
they are all anxious for the work and cut their costs 


the lowest possible price. One of these proposals final 
being accepted, the contractor then finds that he has « 


his hands an unprofitable piece of work and he immed 


ately puts into practice the tactics the architect ar 
owner have taught him, and uses them on the jobber 
Hence, the result an order is never an order until it 


delivered. 
“To my mind this was the real beginning of the brea! 


ing down of the old custom of bona fide orders. Ther 
are many other angles from which this question might lb: 
approached, but it is just possible that I have made 


clear from my viewpoint, and that I may have given you 
another view on the subject.” 


Fred A. Beier, Beier Bros., 
St. Paul, Minn.:— 


From 


reprint of the editorial in the ‘Domestic 
Engineering’ on ‘Make an Order an Order.’ I am most 
emphatically for this practice ‘To Make an Order an Or 
der’ and I believe your editorial was unusually good and 
the This kind of work surely de 
serves praise and I by constantly keeping at it. 
we will be able to make some of these dreams come true 


“T have a 


covered point well. 


believe 
“IT only hope you fellows will continue to pound this 
principle home.” 


From J. M. Simmons, The Simmons Plumbing 
and Heating Co., Wichita, Kan.:— 

“We will but first 

let us comment on your editorial as we believe it is one 

of the finest ever read. It is right to the point 

makes a man’s blood boil when he thinks how our unfair 

master plumbers and 


very gladly give you our opinion 


we and 


including jobbers as 


competitors, do these very things every day. 


competitors, 


“Answering your questions: 
that 
when 


‘To sum it up, do believe in blanket orders 


enable a man to use prices several markets back 


you 


he figures against you on a job? 
“We do not believe in that kind 
very unethical and also causes bad feelings among jobbers 


of practice as it is 


“Do you believe that an order should be placed with 
specifications for delivery within a specified time? 
“It is our opinion and practice, just as soon as we get 


a contract, place the order for material, get 
that worry out of our system and place all responsibility 


for us to 


on the jobber in getting our material on the job in the 
specified time. 
helieve that an order once placed is a closed 


“Do you 


transaction? 


“We certainly consider an order, when placed, closed 

‘“‘We appreciate such instances as taken by the ‘Domes 
get the 
well as the jobber and master plumber, to just stop and 
think a few minutes and see if he can visualize just what 
We have 
studied this question very thoroughly the past eighteen 


tic Engineering’ in trying to manufacturer, a: 


the future has in store for the plumbing craft. 


months, wondering where the plumbing business is going 
to land in the next two or three years if the present att 

tude of the incompetent, 
sponsible plumber for the sake of a few extra dimes t] 


jobber is to support an irré 
he can get dealing with an untrained buyer. 
“Pardon us for the information 


you but will say that the writer feels better since he has 


extra we have 


it off his system and we hope you will still continu: 


keep the good work up.’ 
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The Trade Lines Up For The 
Big Honeywell Demand 


Shipments of Automatic Temper- 
ature Controls to jobbers are 
very large at the present time. 


The reason for this activity is 
obvious to the trade. It is merely 
a wise precaution—a desire to 
anticipate the heavy demand that 
will soon be coming in from all 
over the country. 


This demand is being created 
largely by the complete depend- 
ability Honeywell has buiit into 
all automatic controls that bear 
this well-known name. 


Honeywell dependability is ab- 
solute assurance of greater 
comfort, convenience and econ- 
omy. 


The Honeywell equipment en- 
ables a heating plant of whatever 
type, whatever the fuel may be, 
to deliver its best heating service. 
It quickly pays for itself in fuel 
saved. 


These are the facts that have 
developed a large and profitable 
field for this major heating essen- 
tial. 


Be prepared to supply your cus- 
tomers with Honeywell Auto- 
matic Temperature Controls. 


There is nothing on the market § 
that can equal them for all-round § 


satisfaction — nothing that is so 
heartily recommended or so 
widely used by leaders of the 
heating industry. 


Honeywell Automatic Temperature Controls 
are unequaled for simplicity. Only the 
minimum of electric current is used. 


The Honeywell Heating Specialties Company 


Wabash, Indiana 
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ONEYWELL 


Temperature Regulators 





Honeywell Electric 
Motors and Switch 
Motors are approv- 
ed and listed as 
standard by the 
Underwriters’ Lab- 


oratories, Incorpo- 
rated. 
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And They’re Just a 
Trifle More: 


There is a certain finish, a distinctive 
quality about M-VB Closet Tank 
Fittings that can only come from the 
utmost care in manufacturing — 
excellent metals, precise machining, 
careful assembling, rigid and thorough 
testing. Yet M-VB Fittings cost but 
a trifle more —than just fittings. 


Avoid trouble by having all your Closet 
Tanks equipped with 
GENUINE 
M-VB FITTINGS 


Morency-Van Buren Mfg. Division 
SCOVILL MEG. CO. 
Sturgis cs ‘3 a Michigan 
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From Joseph W. Cannon, President, Plumbing 
Contractors’ Association of Chicago, Il.:— 

“T am of the opinion that from the standpoint of the 
manufacturer you set forth a condition to be very much 
desired, but I believe that you fail to some extent to 
take into consideration the problems of the average plumb- 
ing contractor. 

“T am not of the same opinion as you are that price 
cutting would be eliminated by a change of practice with 
regard to so-called blanket orders. The differential be- 
tween contractors’ buying powers will always be a factor 
in the cost of a job, and to take this privilege of placing 
a list of expected requirements away from the plumbing 
contractor of moderate means would only have a ten- 
dency to place the business more in the hands of the 
large operators with unlimited capital. It is not a healthy 
condition nor conducive to the best interests of the plumb- 
ing business that the greatest amount of work in a city 
should be done by only two or three contractors, and 
yet an instance was cited to me recently where in a large 
western city one firm installed during last year more 
boilers than all the rest of the other firms combined. 

“You might say they got this amount of work by price 
cutting, yet, by taking advantage of their tremendous 
buying power they were able to make a fair margin of 
profit on their work where a plumbing contractor of 
moderate means would have lost at the prices the work 
was let for. 

“While this blanket order procedure might seem to 
work a hardship on the wholesaler, I am of the opinion 
that it would be detrimental to their interests to elimi- 
nate it for the reason that they are aiding the ordinary 
sized operator to procure work in competition with the 
large buyer who buys the majority of his goods in car- 
load lots direct from the manufacturer and does not pat- 
ronize the wholesaler only to a small extent. 

“The plumbing contractor has certain obligations to 
the architect or owner whom he does business with. 
He sends in his figure on a job and usually no time is 
specified for the acceptance of this bid, but he is morally 
bound to contract for the work at the price quoted, even 
after quite a period of time has elapsed, regardless of a 
change in market conditions. Are not the architect or 
owner virtually placing a blanket order with the plumb- 
ing contractor to be accepted or rejected as they see fit? 
Why should not the plumbing contractor have the same 
privileges to protect himself against a rising market as 
is customary in all other lines of business? 

“The wholesaler protects himself with the manufacturer 
and he in turn protects himself with his raw material 
and so on, so why pick on the plumbing contractor as 
the one to hold the bag? 

“If in this business you desire to bring about a condi- 
tion to concentrate the work in the hands of a very few, 
using your own terms, ‘the survival of the fittest,’ you 
are going about it in the right way by agitation among 
the manufacturers with editorials of this nature. 

“After the plumbing contractor has obtained the job 
in competition you seem to think that he has not the right 
to get competitive bids on his material requirements, 
that another wholesaler who wishes the business should 
not quote him a cheaper price than what he has esti- 
mated, that this practice is ruinous to the welfare of 
the jobber, why don’t you apply the axiom of the sur- 
vival of the fittest in that case? 

“You say that a man has the right to do as he pleases 
with material he owns, ‘give it away if he so wishes.’ 
I will grant that he has that legal right, but has he the 
moral right to do this? What right has he to give away, 





“NGINEERING 29 


on a job on which there is competition, material and 
thereby demoralize the market and take away the rights 
of another contractor to make a living? Such statements 
as this only make bolder those who use these practices 
“It seems to me that a trade paper like yours, being 
one of the recognized leading publications in the field 
of plumbing and heating, should take into consideration 
the fact you are expected to take a neutral attitude with 
regard to the relationship between the contractor and 
manufacturer and wholesaler, but it seems that the ten 
dency of trade publications is only to see things from a 
standpoint which is favorable to their advertisers 


From E. D. Hornbrook, Kansas City, Mo.:— 

“IT have just read the heading of ‘This War on Price 
Cutting.’ , 

“T regret very much to say that I do not think your 
article is consistent with the trend of business conditions 
as they are today. It certainly is not helpful to the 
Plumbing and Heating Industry 

“It seems to me the answer to your entire article is 
covered by the action taken by 3,000 Retail Druggists 
in New York City recently on Price Cutters and Price 
Cutting. 

“The business condition that exists today from Ocean 
to Ocean, doesn’t come from the sale of an overstock of 
goods that have been bought and paid for at the regular 
established price: and I agree that one has a_ perfect 
right to do as he pleases in this respect 

“The ‘Bird in the Bush’ is the manufacturer who di 
rectly or indirectly sells through the Merchandise Scalper 


or Broker or in fact who quotes or gives an optional price 


to anyone way below the established price at which his 
legitimate customers have purchased his product. He is 
the guilty party and the only one who should pay the 
penalty. He knows when he make uch quotations for 
the purpose it is intended; if he doesn’t it is his business 
to know,-——and this is the direct cause that should be 
eliminated; and he is also the Bird that keeps the Price 
Cutter always in the field.” 


From M. E. Crowley, Crowley Bros., Peoria, IL.:— 

“Your form letter addressed to us, seeking our answer 
to several questions relating to ‘Making an Order an 
Order,’ was received, and in reply will state that we 
absolutely do not favor allowing a man to use several 
markets back as his basis of cost 

“We agree with you that an order should be placed 
with a specified date set for delivery, and that an order 
once placed is a closed transaction 

“There is no question but orders protecting plumber 
for months to come based on past market prices is a 
detriment to the plumbing business and a good source of 
bad price-cutting 

“There is no question but that the plumber is gradu 
ally educating himself to his responsibilities, and move 
ments of this kind help considerably in the progress.” 

From Chas. W. Alcock, Alcock Plumbing Co., 
Chicago, Hl.:— 

“I believe blanket orders that enable a man to use 
prices several markets back is unfair competition. 

“T believe an order should be placed with specifications 
that delivery be made within a specified time limit 

“T consider that an order once placed is a closed trans 
action. 

“At this time I wish to compliment your paper for 
the wonderful editorials offered us to read. They are 
all on live topics and keep us awake with the times.”’ 








SWIMMING 


By 


HE SUBJECT of swimming poo 
beaches is receiving a considerable 

tion nowadays from civic bodies, 
kindred organization The desirability 
and supervised places for the practice 
of the art of swimming or for mere 
play in the water is a thing which is 
readily appreciated and as a result, a 
considerable amount of money is going 
into swimming pool construction in an 
area such as that of the state of Iowa. 
Most of the work of the design of the 
pools has fallen to the local city engi- 
neer, the local architect, or to some 
other person who might be expected to 
be sufficiently familiar with the general 
type of construction into which tanks 
fall so that he might safely be entrusted 
with the work. Frequently the person 
selected tries to get information about 


Poo. 


JACK J. HINMAN, Jr. 





are and D 


Scum gutter, “Big Dip- 
per” pool, lowa City, 
Iowa 


esion 


ls and swimming the design of pools from the engineering papers or from 
» amount of atten trade literature, and he finds some material there. Un- 
schools, clubs and fortunately a goodly part of the material that he will 
of providing safe find in the magazines available is not good material——at 

least it is not good material from the 





ee writer of this article 
his study of swimming pool 
Mr. Hin- 
man is associate professor of 
University of 
Iowa, and chief, Water Lab- 
oratory Division, Iowa State 


is known far and wide for 


care and design. 


sanitation, 
Board of Health. This paper 


the 
Engineering Society at Cedar 


was read before Iowa 


Rapids. 





standpoint of operation and sanitation 

The data to be found in these papers 
concerns chiefly the excavation, the rein 
forcement, and expansion joints, and the 
shell. In other words the ar- 
are about the very parts of the 
with which the engineer is most 
familiar, and which the competent 
man is not so likely to go wrong. 


concrete 
ticles 
work 
on 


POOL NOT MERELY A 
TANK 

HE SWIMMING pool is something 

tank. It 

lot of 


SWIMMING 


T 


just 


more than just a is not 





wate! 


a place to store a 
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Quality makes Demand 
Demand makes Quantity 


O-B is Producing Both 


Good Valves that stand up in service create 
























satisfied customers. And satisfied customers 
mean repeat orders. Which in turn causes your 
bank account to swell and your competitors to 
look for new hunting grounds. 


O-B Valves are built to give satisfaction. 
Every single O-B Valve is made from the best 





of materials—under the direct supervision of 
expert chemists and metallurgists—and with 
the use of the most modern and up-to-date 
equipment. And in addition O-B Valves must 
pass numerous rigid inspections to make sure 
that everything is just right before they leave 
the factory. 


That is why O-B Valves are known as Quality 
Valves and that is why they are good valves for 
you to handle. 


Ask Your Supply House for O-B Valves 


The Ohio Brass Company 


Mansfield, Ohio 
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Y. M.C. A. BUILDING 


San Diego, Calif. 





RCHITECTS, Builders and 
Plumbing Contractors who 
recommend Royal Flush Valves do 
so above all else because of the 
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Lincoln Rogers 


reputation they have established in Architect 
hundreds of thousands of modern hebcnnncng-rt 
° ° ssociate Architect 
buildings. Campbell Building Co. 
° Builders 
They are the only type of equipment C.H. Julian 
that measures the quantity of each Plumbing Contractor 


flush and then closes automatically, 
regardless of whether the handle is 
held or released. 


SLOAN VALVE COMPANY 





CHICAGO 
BRANCH OFFICE 
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N.O. Nelson Mfg. Co. 


Plumbing Fixtures 


San Francisco, Ca’. 
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It is a place designed for a very special use, whether it 
be an indoor natatorium or an outdoor one. 

The purpose of this paper is to explain why the ordinary 
tank is not a satisfactory swimming pool, and to mention 
some of the features which should be taken 
in the design of this type of equipment 


Into account 


To begin with we 
will admit that the 
basin should be tight, 
that it should be de- 
signed with the expec- 
tation that the tem- 
perature in indoor 
pools will range from 
a winter temperature 
to at least 85 deg. F., 


ENGINEERING 
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the place where divers from the tower or spring board 
will enter the water. 

I have talked to a number of pool operators about 
desirable depth of water, and in every case they have 
agreed to the reality of this need for a very large area 
of reasonably shallow water The owner of one of the 

largest pool in the 
country told me that 


he planned to fill up 


his pool to such an ex 
tent a to fit it better 
to erve hi patrons 
Our fine Camp Dodge 


pool ha by far too 
much deep water area 


When it is in use by 


and that the walls the people who come 
should be designed so Iowa National Guard pool, Camp Dodge, lowa. Bath house in back-  OUl [rom De Moine 

that the basin may ground to swim, the bulk of 
stand full or empty the patrons are re 


with ample safety. The pool should drain completely and 
with reasonable speed without backing up of water in the 
sewers. 

Now about dimensions: The minimum length 
which athletic records may be made is 60 ft. 
this is the minimum length except under 
tions. Five foot swimming lanes are required and there 
fore it is a good idea to design the width of the 
so that it is in multiples of five feet. 

The most satisfactory depth range is from about 3 to 
7%, 8 or 9 ft. Where young children in 
are to be among the patrons, the 3-ft. depth 
reason be lowered to 6 in. or even to aero. 
necessity for a great of deep 
there should be deep where 
will enter the water, but there is no need for water over 
4% to 5 ft. deep for the rest of the swimming. 


pool in 
Therefore 
unusual condi- 


pool 


number 


with 
There is no 


any 
may 


area water. To be sure 


water at the points divers 


Indeed the greatest fault with most of the pools in 
use today is that they have too much deep water. This 
is particularly true of the large outdoor pools. 

Deep water means increased water capacity. That 
means uneconomical design, for the water must be paid 
for and in many cases it must also be heated. More 


important than this, deep water restricts the use of the 
pool. Most people who use a public pool are not able to 
swim well. At most they paddle around a little. Many 
never take their feet off of the bottom. If there is a large 
area of deep water, these people who constitute the bulk 
of the patronage, are 
herded together in the 





shallow end of the 

pool and are crowded 

together so that they ' 
do not have ample ceana sts ON ON 


room and are subject 
to less sanitary condi- 
tions than would be 
if they had 


more space. 





the case 





About 90 per cent 
of the area of a large 


public pool should be 





stricted to one end of the swimming pool 


College pools and others that are to be used for con 


tests, meets, and so on, may with reason have a larger 
proportion of deeper water, but since most of these pool 
also are used for swimming classes, the deep water area 
should not be a great deal more extensive 


PROTECTION FOR THE BATHERS 


ANHE DEEP end of the pool should be the end away 
from the entrance to the enclosure or pool room 
The baths should be located at or 


near the entrance arrangement 


and 
This 


poorly qualified persons from getting in the way of divers, 


dressing rooms 


will tend to keep 


and will lessen the danger of accidents through such 
interference, and also through non-swimmers falling or 
being pushed into the deep water. The scheme of putting 


the deep water area in the center of a large pool has 
much to recommend it It may be assumed that only 
the strong swimmers will get out to the diving platform 
and tower in the center of the pool Occasionally some 
swimmer will reach the platform after a fatiguing effort 
and will be afraid to attempt the return trip, but of course 
life guards should be on the raft or platform and would 


help the swimmer back to safety if requested 


The second error of construction in point of frequency 
is the failure to provide scum gutters entirely surround 
ing the pool. Some of the companies getting out pool 
literature apparently overlook this essential feature, and 

advise merely ur 


rounding the basin 
with a pipe life rail. A 
life rail of some sort 
safety of the individ 
ual bather, but it i 
better to use a com 








shallow area, that is, 
the water should be 
5 ft. deep or less. In 
a small pool nearly the same area of deep water as in 
the larger ones is necessary for the divers. However, an 
area of deep water across one end of the pool and about 
10 to 15 ft. wide ought to be ample. Where spring boards 
used, the deepest point below 


or towers are should be 


Another view of Iowa National Guard pool, Camp Dodge 


bined scum gutter and 
life rail than a mere 
pipe The common 
commercial types of 
scum gutters are cast 
so that the lip of the 
water channel fits the 


provides an 
hand-hold 


while the channel itself forms an expectoration and over 


hand and 


excellent 


flow trough, and a passage through which all surface 
wastes and dust may be carried away to the sewer 

Dust and collections of floating matter in many cases 
may be flushed away merely by raising the water level and 
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By using the Beneke CHINO 
Seat in connection with the 
Beneke CHINO Tank and any 
good bowl, you get an installa- 
tion possessing both beauty and 
durability at moderate cost. 


Order From Your Jobber 
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“Just ds good 
as it looks” 


The handsome appearance of the Beneke 
CHINO Seat, with its snow white, sprayed-on 
pyralin (celluloid) finish, buffed to a high 
glaze, and its attractive, nickel-plated brass 
trimmings of our own manufacture, is only 
one of the reasons why this fine seat is so 
deservedly popular. 


Made of selected hardwood, by the famous 
Double Dowel method of construction and 
held securely together by a perfected process 
of gluing, the Beneke CHINO Seat possesses 
a rugged durability which has never been 
surpassed. 


Yet—with all of its sterling features—the 
price is low enough to make it suitable for 
the all-white bathroom installation where 
economy must be carefully considered. 
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BENEKE MANUFACTURING CO. 


Successors to 


BENEKE & KROPF MANUFACTURING CO. 


2lst and Rockwell Streets 


CHICAGO, ILLINOIS 
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letting the overflow carry it into the scum gutter and 
so on to the sewer. This floating matter is unsightly and 
difficult to remove when the gutter around the whole 


pool is not provided. I have seen outdoor pools where 





Ultra violet ray sterilizers at men's pool, University of Iowa, 
lowa City 


it was attempt to bail out the dust, dead 
that had the 
It was a time-consuming and imperfectly 
Yet in 


journals the designer of that 


necessary to 


frogs, grass, etc., blown into the pool, by 


use of a bucket. 
engineering 
the 
overflows as being ample and gave them the chief credit 


successful job. one of our foremost 


pool recently described 


for keeping the pool in a satisfactory state, with only 
secondary mention of the chlorination boat—-the thing 
that actually did the work. 

Much of the material discharged from the noses and 
throats of the patrons of the pool will float, and will 
collect at the point where the dust gathers. The sooner 
such material goes down the sewer the better, for it is 
potentially very dangerous. Most pool operators try to 


see to it that the bathers spit into the scum gutter, where 
there is one. Others simply say, ‘‘Do not spit in the pool.” 
But the man who is in the middle of the pool must spit 
when he takes and 
take the time to come clear over to the edge in 
such an When a 
however, the bathers will use it 


somewhere aboard too much water 
he can’t 
emergency. scum gutter is provided 
as much as they can, and 
that 
the pool water should be kept out by all 
the 


I know one pool in the state where there are 


every bit of dangerous matter ean be kept out of 


means. 
Of course scum gutters should drain quickly and 
completely 
beautiful scum gutters but where there is only one work- 


The gutters are 


This is not ample. 


ing drain on a side. 

















Entrance to Iowa National Guard pool, Camp Dodge 
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partly filled a good deal of the time Every now and 
again a wave comes along, strikes the wall, overflows the 
gutter, and carries back a part of the contents into the 
pool But even here the scum gutter gets rid of a lot 
of dangerous wastes from the bodies of the bathers 

The next thing to be spoken about is the runway 
Many of these are entirely too narrow; many of them are 
made of material that becomes very slippery when wet 
or which is not easily kept clean The greatest trouble 
comes in the way that the runways are pitched to drain. 
They ought of course to drain away from the pool sharply 
enough that a bead will not need to be put on the pool 
edging. In the pool I mentioned as having a_ poorly 
drained scum gutter there is still another serious error 
The drainage from the runways is led to openings that 
carry it down into the seum gutter, and subject it to 
danger of being carried out into the pool The runway 
drainage carries much dirt and a lot of very objection 


able » reach the 


soon as possible. 


bacteria, and it also ought ¢ sewer as 


UT UT Te 
ar DTT 





Large grand stand at Broad Ripple Park pool at Indianapolis, 
Indiana 


Personally I like to see a raised edge about a_ foot 
wide and about six or eight inches high all around the 
pool. This definitely separates the runways from the pool, 
prevents drainage of all sorts getting in and allows 
scrubbing and flushing of the runways without any pos 
sibility of the wash water being carried over the edge. 
On account of the possibility of tripping over the raised 
portion it should be lined or marked so that the raised 


edge will be quickly noticed 


jeads on the edge of the pool make it hard for swim- 
mers to get a Suitable start in races since the foot must 
be tilted so that the toes are raised. A square corner 


rounded at the edge with a curve of short radius is the 


best type of edge from the swimmer’s standpoint 


INDOOR POOLS 

PYAHE HEIGHT of the room in which an indoor pool is 
placed i The old type of dark, 
They 


Nowadays 


S an important matter 


basement pools is passing out of existence were 


neither attractive, nor easily taken care of. 


the greater 
with plenty of window space or with skylights to supply 
the The that 


saturated moisture calls for 


number of pools are housed in large rooms 


illumination during day. fact the air of 


pool rooms is with special 


waterproof finishes and the elimination of iron fixtures 
as far as possible. The iron fittings rust and cause stains 


on any light colored substance over which 
the water has come into contact with iron. 


water flows if 
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THE BIGGEST 


| SINGLE IMPROVEMENT 
FAUCET CONSTRUCTION 







Inner ring high 
Outer ring of high grade rubber filled 
grade packing ate, cotton packing 
ber. This ring 
forms a seal be 


tween nut and body 


TURNING 


ROBERTS FREE PACKING 


HEN the nut is tightened the two 
packings compress independently 
upon the brass washer. This combina- 
tion maintains uniformly distributed 
pressure against the valve stem, making 


it positively leak-proof. 


To give your customers absolute satis- 
faction and assure yourself of repeat 
orders, standardize on ROBERTS 
Products. ROBERTS Free Turning 
Packing is used on all ROBERTS 
compression goods. 


Sold Through Your Jobber 


THE ROBERTS BRASS MFG. CO. 


Manufacturers of Brass Goods for Steam, Water, 
Gas, Gasoline, Air, Oil and Automotive Use 


DETROIT - - - - 





MICHIGAN 


Oo} =) 4545 


Mention Domest 
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The height of the pool room should be at least great 

enough that divers from the springboard are not en 

dangered. About 12 to 15 ft. are needed between the 


top of the board and the ceiling. 
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ful at other times. Signs about the showing the 


depth at definite points are well worth while as 
prevent 


pool 


they may 


persons from diving into shallow water, or, on 


the other hand going in beyond their depths 


When the spectators are allowed to move about on the If the tank is kept filled with clear, colorless water the 
runways where the swimmers are, there is bound to be floor of a white-bottomed pool should be very easily seen 
more or less tracking of undesirable dirt into the en- This is exceedingly advantageous It enables the life 
closure, and the consequent carrying of the dirt into the guards to keep a more efficient watch on the bathers and 
pool on the wet feet of the bathers. In prevents the accidents which may re 
one of the pools at Ames, Ila., it sult by a swimmer sinking and the fact 
was found to be very difficult to keep not being noticed until too late Ot 
the pool water in satisfactory condition. course a thing like that not vers 
Soil bacteria were decidedly in evidence likely to happen when the pool is not 
and the reason for the condition was crowded, but when the pool is crowded 
not realized until an inspection showed the life guards have their hands full 
that a considerable number of persons to keep order and to watch the swim 
in street shoes had been in the habit mers who are in plain view 
of going to and fro on the runways. If the water is not clear, or contain 
Arrangements were made to stop this enough iron to cause a turbidity after 
practice and the pool could then be it has been aerated, filtration is neces 
kept in a satisfactory state. Visitors’ sary to keep the pool in a reasonable 
galleries, grand stands and_= similar state of clarity Indeed continuous re 
places should be provided and definitely circulation and refiltration are desirable 
separated from the swimmers’ en- Diving tower and spring board, “Big for the purpose of keeping pool water 
closure. Dipper” pool, lowa City, Lowa clear and in suitable condition from 

Everyone realizes, I suppose, that the the standpoint of appearance, as well 
lining of the pool should be of the smoothest, most as an aid to retaining the water in a sanitary state, though 
impervious material that can be used in view of the filtration alone is not regarded as an ample protection 
amount of money available The lining should also be The heating and aeration that pool waters get cause a 


as white as possible. The white smooth surface is easiest 


kept clean, and by reason of its cleanliness is 
most attractive. 

It is desirable to mark the walls and the bottom of the 
tank with dark lines adapted to the use to which the pool 
will be put. In tile-lined tanks, the dark 
put in of dark green, or black tile. 
that are most 
lines should start well above the edge and be 
continued without break for the entire length of the tank 
and up to the corresponding height at the 
Using these lines the swimmer can keep within his lane 

whether he 


apparent 


lines may be 
In general the lines 
desirable are swimmers’-lane lines. These 
water's 
other end 
keeps 
the 


water or swims face 


his head above 


downward with his 
eyes open under 
Additional 
lines for water bas- 


water 


ket ball and water 
polo, and the line 
on the tank show 


ing the jack-knife- 
limit, 6 ft. from the 
end of the spring 


board, are desir- 


able. It is desirable 
also when possible 
to show the _ dis- 
tance from one end 
of the pool to the 
other. This may be 


done by placing a 
small mark at every 
foot, with every 
fifth or every tenth 
foot numbered 

marks 


useful in 


These are 





watching 





the plunge for dis- 


lowa National 
Dodge 


Inspecting bathers, 


Guard Pool, Camp tance, and are help- 


large part of the gases in the water to escape. Some ot 


the calcium bicarbonate breaks up the normal carbonate 


precipitates, and then we have a whitish turbidity due to 
the precipitate This condition is one which is most 
usually found in the indoor pool where a hard water must 
be heated The calcium carbonate has a bad way of 
cementing the sand grains of the filter and so rendering 


the filtration less satisfactory 
KEEPING THE WATER PURE 
T can be shown that refiltration and recirculation of 
| pool water are desirable from an economic considera 
tion. They allow 
pool waters to be 


used for a much 
longer period of 


time and so save in 


the first cost of the 
water, the heat nec 
essary to bring the 


pool of water to a 


usable temperature, 


and besides this, 
they lower the tur 
bidity, and keep it 


down in spite of 
the tendency for 
the carbonate’ de- 
composition to make 
turbid 
Filtration 


the water 
after use. 
removes bacteria but 
not to a _ sufficient 
degree as ordinarily 
practiced. It must 
be supplemented by 
some other means. 
This means use of a 


germicidal agent. 





The common ger- 


guard on duty, lowa National 


Guard Pool 


(Continued on Life 


Page 65) 
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At Home 


resort 


Vacation Joys— 


summer when the 


and the 


down heat be 


comes uu bearable, evervbody takes to 


the water 
How much more 1 the need of such a 
retreshing habit at home \ shower will 


be found most 


etfective in he ping one keep 


comfortable these warm days. A shower 


; 
makes it possible tor every member, even 


of a large family, to enjoy a shower in the 


morning, or just before the evening meal. 





Come in and see our full display of 


Ask for : , 
The Story Slower equipment—to make the “bath a 
of the Bath.’ day” habit easy, quick and convenient. 
Bright, hu 


morous, hot 
weather 
reading. It’s 
not adver 
tising 


(In this space your Name, 
Telephone, and 


Address) 











Summer Opportunities 
S aa odie hot omnoncaty tga tell 


easiest and best 


vVhen bath room needs are most 


activities bring the comfort of 


bathing to the thinking about a thing, that 
is the 


Use the 


And when people are 
time to sell them 


Advertising Editorials to sell shower and other bathroom 


quipment, water heaters, accessories, ete Twelve illustrations cost 
only $4.20 The copy, timely and in the sprit of the season you will 
find each week on this page No need to pay for it locally 
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Here's another timely sales letter whi 
mu can send with good effect to a doze 
or fifteen homes where you know they nec 
ore or better bathroom equipment. T] 
jggest returns come from “shooting at” 
own market. 
|; ©O FH BROW N 
j Heatine 
Two Rivers, N. Y 
June 27th, 19 
Mrs. Edward Jones 


Two Rivers, N. Y 
Dear Madam: 

Provide vacation joys for your family at 
home. At the resorts when the sun beat 
down and the heat becomes unbearabl 
everybody takes to the water. 

How much more is the need of such 
refreshing habit for those who must be at 
home to carry on! In the morning, or after 
the day’s work, a shower will do wonder 
It will help one keep comfortable for work 
and for the enjoyment of the evening meal 


eg 


add to the 


We have 
uipment 


a very complete display of shower 
bathroom accessories to 
that 


and other 


comfort and convenience of 


all-important room. Also water heaters 
which enable you to have hot water reads 
every moment of the day. 


ou 


. 
k 
4 


sing Kdit 


Sn 


tim 
name, telephone 


yo 


the 


Drop in and see our display. Comfort 


ght to be the watchword these days. 
Very truly yours, 


JOHN BROWN 


Adlet 
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VERY day is a new advertising opportunit 
feel you can afford the Advert 
companion, the Adlet 


If vou don't 
orial, use its 
ill, inexpensive, compact, to the point w 
Type out the 
and 
paper. Not size, but 


advertising. 


following, add you 
hand it 


ely copy. 
address and 
ir local consistency 


seed of success in 








Vacation Joys 
When they 
the heat at 


May be had at home. 


take to the water to escape 
resorts, those at home may enjoy com 
fort 


our complete display. 


under a shower. Come in and set 
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ilwaukee ‘Valve Co. 


*MILVACO” 
Thermostatic Trap 


Thousands of successful installations throughout the 
United States testify to the adaptability and efficiency 
of this high grade product. 

“Milvaco” Thermostatic Traps are constructed of the 
highest grade materials. 

They will pass all water of condensation and air from 
a vacuum or vapor system, will positively prevent pas- 
sage of steam, are noiseless, self-cleaning and durable. 





It is our pleasure to announce at this time to the trade 
the addition of the Dole “Milvaco” Packless Ball Bear- 
ing Radiator Valve, formerly sold through The Dole 
Valve Company of Chicago. This efficient heating 
specialty will henceforth be marketed through the 
sales organization of the Milwaukee Valve Company, 
Milwaukee, Wis. 

Co. 


MILWAUKEE VALVE 














The “ Milvaco”’ Line 


Standard Valves 
Radiator Valves—All Types 


Union Elbows Gate Valves 
Globe Valves Angle Valves 
Compression Stops and Wastes 
Compression Stops 
Needle Valves 


Brass Unions i : 
Cross Valves 


Throttle Valves 
Key Air Valves 


Expansion Tank Gauges 


Heating Specialties 
Packless Radiator Valves— 
All Types 
Drip Traps 
Direct Return Traps 
Air Line Valves 
Thermostatic Traps 
Air Eliminators 


Quick Vents 


Underwriters Approved Valves 
Gate Valves 
Angle Valves 
Globe Valves 
Throttle Valves 





MILWAUKEE } 
VALVE 
CO. 


















MILWAUKEE, 


WISCONSIN 














a ed 


40 DOMESTIC ENGINEERING June 27, 1925 


a eee 
HIGH TEMPERATURE 


IN RANGE BOILERS 


is more destructive than 


DYNAMITE 


Unless Controlled by a Dependable Temperature Relief Valve 


- TEMPERATURE 
B. B. 3 In RELIEF VALVE 





is the only appliance on the market that 88 CROSS, 

gives absolute protection under all condi- 7 Ute 
tions, against the dangers of high tem- —_£ = \ 
perature, excessive pressure, and vacuum. eee ae 


“4 NSTALL CLOS 
Write for prices and our story 10 BOILER =~ 


WHY BOILERS BLOW UP! 





B. B. 
—* BOSTON BRASS CoO. 
ET ation ' Est. 1874 Waltham, Mass. 
Vacuum Makers of the famous B. B. BALL COCKS Seensiinidebnnti 0 teen 


in sizes '/% to 6 inch. 


USE ONLY B. B. BOILER RELIEF VALVES 
BEST ON MARKET 


A Good One A Better One Best Made 
Double Protection Triple Protection 


My 





Sectional View 


B. B. No. 1—Pressure Sectional View Sectional View 
—_ ; . Pressure ° Temperature 
B. B. 2 in 1 Vacuum B.B.3in1 Pressure Vacuum 





They Protect Range Boilers Against the Dangers of 
High Temperature, Excessive Pressure, and Vacuum 


Mention Domestic ENGINEERING when writing advertisers 




















A.S. H. & V. E. Summer Meetin 


Testimonial dinner given in honor of 
Dean F. Paul Anderson 


vie 


REDIT must be given to the committee in charge and of the material to be carried in the next issue, closing 
C of arrangements for the summer meeting of the with a financial statement 

American Society of Heating and Ventilating Engi- Important recommendations were made by Mr. West in 
neers, held at Atlantic City, N. J., June 15-17, with head his report of the Committee to Confer with Architect 
quarters at the Hotel Traymore For this 31st semi After referring to the work done by the New York Chapter 
annual meeting was one of the best balanced in the his along these lines, the speaker discussed the lack of any 
tory of the Society. thing to guide or control the proper installation of heating 

The mid-year meeting is the play session, so-called and ventilating work The New York chapter, he stated 

Yet all play and no work is just as likely to make Jack a had met with about 100 representatives of architect 
dull boy as the opposite And the executive committee engineers, manufacturers, owner manager and loan 
of arrangements, consisting of C. V. Haynes, chairman; companies 
R. C. Bolsinger and W. J. Olvaney, sub-chairman; H. P These representatives agreed with the heating and 


Gant, E. T. Murphy, A. A. Adler, R. H. Carpenter and ventilating engineers that the heating and ventilating, a 
F. C. Houghten, appreciated this, the result being a well as the hot water supply, of a great many apartments 


splendid mixture of constructive work and relaxation factories, hospitals, offices and other big buildings, are 

Members began drifting in to Atlantic City as early as deficient, chiefly because they were not properly planned 
Saturday, and by Monday morning, June 15, the greater It was agreed by these representatives that conference 
proportion of the more than 200, who registered, were be arranged between committees of the engineers, con 
ready for the opening session With opening remarks tractors and manufacturers, and a definite plan of action 
out of the way, President S. E. Dibble, of Pittsburgh, be developed, a survey be made to show data and statisties 
valled on Treasurer Perry West, of Newark, for a report to support the plan, and that this plan be then submitted 
of the Guide Publication Committee to the proper representatives of architect owners, loan 


After a discussion of the purposes of the Society in interests, labor unions, managers and builders with a view 
publishing the Guide, Mr. West told of the progress made to securing their support 




















First half of the official photograph of delegates and guests attending the summer meeting of the American Society of Heat- 
ing and Ventilating Engineers, held at Atlantic City, June 15-17 
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Oversize Storage and “Quick Recovery’ 
are Expensive and Unnecessary in 


it 





15-Gallon Size Which Retails for 
50 DOLLARS 


Plus Installation 

Will more than take care 
of the demands shown on 
the chart. It gives a con- 
stant dependable supply of 
hot water at a cost below 
that of any other automatic 
gas water heater on the 
market. 


John Wood Mfg. Co. 


Conshohocken, Pa. 
Los Angeles, Cal. 


Automatic 


Look at the chart below. It shows 
the demand for hot water in an 
average six room and bath home of 
four to six people. They are national 
Statistics which prove that oversize 
storage and “Quick Recovery” are 
unnecessary and needless to say 
expensive. 


The demand for automatic gas water 
heaters is growing, every Satisfied user 
is a booster. Satisfy them with a 
“Merion” —“the heater every home can 
afford.”” Your profits will increase. 


HOME IS SMALL BUT 
FREQUENT 40 TO 50 


GALLONS DAILY = 
BEST SERVED BY A 
SMALL AUTOMATIC 
STORAGE 
ty GAS 
ER HER 
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Gas Water Heaters 
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PLAN TO FORM BOARD 

PYANHEY then hope to form a board, to be known as the 
| Heating and Ventilating Equipment Board, with all 
interested parties represented, and a bureau under the 
control of the board which shall be under the direction 
of a manager. The work of the bureau will then be to 
encourage better planning, and to assist everyone con 
cerned in securing better heating and ventilating equip 
ment. 

Further developments hoped for are the extension of 
the Bureau’s activities to that of approving methods and 
the character of apparatus used; testing and approving 
of apparatus in a manner similar to that of the National 
Poard of Fire Underwriters; promoting the institution of 
better laws and ordinances governing the installation of 
heating and ventilating apparatus; and acting as a court 
of arbitration in matters of dispute. 

Mr. West asked that members of the Society give their 
aid to this movement, and stated that he felt it would 
be of great value to the industry. 

Following a report by C. V. Haynes, chairman of the 
Membership Committee, which showed a splendid gain 
since the last mid-year meeting in spite of the raise in 
dues, President Dibble took the floor to read a paper on 
Dry Air Filters Stating the need of a testing code for 
these filters, which are of the oil type, Professor Dibble 
gave results of a test recently made, with particular em- 
phasis placed on the time consumed in filtering the air 
and the power needed to run the filters. He closed with 
a recommendation that the Society find out the limit of 
performance of filters 

A message of thanks was given the Society by Charles 


Ye 
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Gordon of the American Society of Mechanical Engineers, 
who spoke briefly, for their co-operation with the boiler 
code committee of that Society for the past seven years 
Mr. Gordon stressed the importance of co-ordination and 
standardization, and endorsed the plan advocated by Mr 
West a few minutes before 

Welcomed by the mayor's representative before the 
beginning of the afternoon session, President Dibble laid 
aside the key to the city while he called upon W. J 
McConnell, of the U. S. Public Health Service, Pittsburgh, 
Pa. Mr. McConnell gave the results of experiments con 
ducted jointly by the Saciety and the U. S. Bureau of 
Mines to determine fitness of air As atmosphere which 
is neither too hot nor too humid to insure heat removal 
from the human body must surround the body, the speaker 
pointed out the need for instruments to determine the 
factors of ventilation, as ordinary mercury thermometers 
are insufficient. Mr. MeConnell stated that while a tem 
perature of 64 degrees would probably be best for the 
great majority of people, a fluctuating temperature within 
a certain normal is perhaps desirable and best adapted 
to all classes 

A general discussion followed the paper of the next 
speaker, Frank Irving Cooper, of Boston, Mass., who pre 
sented some rules resulting from a study of 200 school 
houses made by the Society’s Committee on Schoolhouse 
Standards of which he is chairman, and discussed the 
elimination of waste in schoolhouse planning The chief 
causes of waste, it was found, were uneconomical layout 
of rooms, faulty sehedule of rooms, unwise choice of 
general plan, and excessive areas for purposes other than 
instruction 


Last half of the official photograph of delegates and guests attending the summer meeting of the American Society of Heat- 
ing and Ventilating Engineers, held at Atlantie City, June 15-17 
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SIMPLEX Flush Valves 
can be installed with any 
style bowl of any man- 
ufacture. 


Their simplicity means long 
service, and they are especially 
adaptable for schools, apart- 
ments, office buildings, public 
places and factories. Actual 
working water pressure should 
be stated when ordering valves. 


The SIMPLEX is all that 
its name implies in construc- 
tion, in operation and in 
appearance. 





























A recent improvement pro- 
vides for adjustment of length 
of flush from the exterior and 
the cleaning of by-pass with- 
out taking valve apart. 


PATENTS PENDING 


THE BEATON & CADWELL MFG. CO., 
New Britain, Conn. 


Please send at once Catalogue and other information on the 
Simplex Flush Valve, together with price list. 


Name 


Address 
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TESTIMONIAL DINNER TO DEAN ANDERSON 

HEN the play began. There was a lot of time befors 
fe next scheduled event, the testimonial dinner to 
Dean F. Paul Anderson, and the members and their ladies 
followed their respective natural bents, and repaired to 
beach, boardwalk or golf course. The dinner to Dean 
Anderson, incidentally, was one of the high spots of the 





Robert H. Feltwell, of Philadelphia, district manager, D. A 

T. Mfg. Co.: F. C. Clark, Pittsburgh, Pa., heating contractor; 

R. C. Bolsinger, of Fowler & Wolfe Mfz. Co., Philadelphia; W. 

R. Dome, manager of boiler sales of the Abram Cox Stove Co., 
Philadelphia 


convention, approximately 90 guests sitting down to a 
banquet, and paying honor to the man who has for four 
years been director of the research laboratory, and who is 
now retiring as soon as a suitable successor can be found 

After glowing speeches by First Vice-President William 
H. Driscoll, President Dibble, and council member Thorn- 
ton Lewis, the last a presentation speech accompanied by 
the gift of a fine malacca cane, the Dean, visibly overcome, 
responded. Mr. Lewis acted as toast master. 





William R. Sutliff, sales engineer, and M. J. Callahan, presi- 
dent, both of the Peerless Unit Ventilating Co., Ine., Long 
Island City, N. ¥.; Robert P. Schoenijahn, Wilmington, Del. 


And again play. For there were few present who did 
not take advantage of the splendid floor and the luring 
strains of the Traymore orchestra, and attend the informal 
dance that evening. Old timers and younger members 
alike voted the medley of old time airs coaxed from the 
instruments of the orchestra the feature of the evening 

Upon motion of J. F. MacIntyre, of Detroit, Tuesda 
morning, it was voted to refer to the Boiler Test Code 
Committee his proposal to revise the present boiler test 
code in order to shorten it and make it more convenient! 


(Continued on Page 49) 











Thomas Maddock’s Sons Com- 
pany manufacture a complete 
line of vitreous china plumbing 
fixtures for use in hotels, resi- 
dences, business buildings, hos- 
pitals, etc.—wherever sanitary 
plumbing fixtures are required. 


Their line includes such fixtures 
as water closets, lavatories, bidets, 
drinking fountains, urinals, etc. 
They are to be had in types to 
fill varied requirements. 














new factory of 


THOMAS 
MADDOCKS SONS 
COMPANY 


s 











The largest plant 
of its kind in the world 


HIS new plant, covering 335,000 square feet, 
is the largest in the world devoted exclu- 
sively to high-grade vitreous china bathroom 
equipment. 
It is designed upon the most modern and 
efficient practice, with every facility for com- 
bined quality and quantity production. 
This factory began operation on April Ist, 1925, 
superseding a succession of now outgrown 
buildings, the first of which was erected by 
Thomas Maddock in 1873, who then founded 


the sanitary pottery industry in America. 


The new plant is located on the Main line of 
the Pennsylvania Railroad at Trenton, which 
city has always been the home of Thomas 
Maddock’s Sons Company. 


THOMAS MADDOCKS SONS 
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CAnd what it means to 
the jobber and plumber 


HIS new factory, with its greatly augmented 

capacity, and its highly developed equip- 
ment for the manufacture of the finest vitre- 
ous china sanitary ware, means something 
definite to the jobber and to his plumbing 
customers and his clients. 
It assures the expeditious handling of orders 
of any size and the further perfection of the 
Maddock Quality, which has always repre- 
sented the highest attainable standards. 
Jobbers and plumbers are extended a cordial 
invitation to visit this new plant and inspect 
the methods used in making Maddock Vitreous 
China Bathroom Equipment. A motor car 
will meet you at the Trenton Station of the 
Pennsylvania R. R. upon written or tele- 
graphed request. 


COMPANY, = © - 


Trenton,N.J. 























Maddock fixtures have been in- 
stalled in many of the country’s 
most notable buildings. 


Some of the recent installations are: 


The Roosevelt Hotel, New York 
First National Bank Boston 
The Olympic Hotel Seattle 
94th Street & Broadway 
Apartments — New York 
Rose Apartments Philadelphia 
Public Ledger Bldg., Philadelphia 
St. Luke’s Hospital Duluth 
Book-Cadillac Hotel Detroit 
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(Continued from Page 44) 


the 


chapters are 


for use, new “field 


essentials from 


code to be called a Local 
the 
send their selections to the 
then 
heating, 


code. 


asked to select the code 


and committee. 

the value 
a paper prepared by Charles G. 
the 


type 


The members were ready to hear about 
of fans in furnace 
found fan furnace 
all open 
that 
volume of air can be 


the 


Louis He 
the 
and homes, 


Buder, of St. system 


adaptable to use of buildings, schools, 


churches and its development has large 


delivered 
possibilities of 


possibilities, as a larger 


at a lower temperature, diminishing 


stratification when fans are used 


The 
plan, 


well-thought-out 
The principal 


Kansas City chapter 

involving changes in the 
the election of delegates to the 
the council from 12 


from each chapter and four at large, 


proposed a 
constitution 
included 


changes annual 


meeting, changing members to one 


incor- 


changing the 





J. M. Sewell, of the 
liam T. Leonard, 
New Vork City; 
Philadelphia; 
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Marine-Galligan Wil- 
Boller Corp., 
Eagan, of Kagan & Beahm, Ine., 
Binder, manager, heating 


Webster & Co., N. J. 
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of the 


Philadelphia; 
vice-president Handon 
George A. 
Charles G, depart- 


Warren Camden, 


poration papers so that business could be done in other 
states besides in New York, and minor provisions about 
filling of vacancies and providing for quorums. Their 
recommendations were referred to the Committee on Con- 


stitution, to be presented if they, desire at the annual 


meeting. 
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wo Remarkable 


POWERS 
hower Mixer 


Since the reason for installing a shower mixer is that the 
bather may have his bath at the temperature he wants 





any shower mixer which does not / the water at 
that temperature under ALL conditions is a failur 


Because of the two remarkable and exclusive fe 
shown below, the POWERS shower mixer does 
water at the desired temperature. 


atures 


keep the 





Ee EQUALIZING VALVE: Counteracts all variations 


in pressure caused by opening of near-by showers, fau- 
flush valves, [his prevents any change in the 
proportions of hot and cold water in the mixing chamber, 
insuring even temperature of water at shower head. 


cets, ete. 





2. 


SAFETY SCREW: 


water, to predetermined point of safety, thus protecting 


Limits delivery temperature of 


bather from scalding caused by a “dead end” in the 
HOT water line. 


Send for Booklet 


Our booklet tells all about this re ally remarkable shower 
mixer. Every plumber will find it to his advantage to 
read it. Sent free on request. 


THE POWERS REGULATOR CO. 


34 years of specialization in temperature control 
2716 Greenview Avenue, Chicago 
BOSTON TORONTO 


See Your Telephone Directory. 
(3205) 


NEW YORK 
Aad 31 Other Offices. 
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. uild Business by Installing Showers 
i Over Baths 


Urge your customers to have Showers 
installed with their Baths. The Bath is a 
satisfactory receptor; the piping, stack and 
roughing-in for the Bath will serve as. 
well for the Shower. Your profits on 
the job will be better. Your customer 


will be more satisfied for the combination 


installation gives double convenience 


at comparatively 


The K 200 Two-Valve Shower 
is economical yet very satisfactory. 


The K151 Mixing Valve Shower 
is widely used. Shower Head has 
Volume Regulator which reduces 
force without changing mixture. 
Available completely assembled 
with K 300 Bath Fitting in Com- 
bination No. 11 (illustrated at left). 


little added cost. 


In Combination No. 97, Mixing 
Valve serves a double purpose, 
supplying both Shower and Bath 
with Control Stops for each. 
Packed completely assembled. 
Mixing Valve in Combination 99 
serves a triple purpose, supplying 
Bath, Head Shower and Body 
Sprays, with Control Stops for each. 


Assembled ready for installation. 


? 
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Pittsburgh 
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not very important, that it is more essential to make 
allowance for length to first floors than to second floors, 
and that the temperature losses in long lengths are so 
great as to warrant the use of special insulation 

Mr. Day then read a paper prepared by A. P. Kratz, also 
of Urbana, in which Mr. Kratz pointed out the allowances 
for variations in temperature at register faces for design 
of warm air furnace systems 

A. E. Stacey, Jr., of Newark, N. J., presenting a paper 
prepared by himself and C. M. Ashley, also of Newark, 
used lantern slides to illustrate a proposed method of 





Homer R. Linn, American Radiator Co., Chicago; V. 8. Day, 
University of Ullinois, Urbana, Ill.; Dean F. Paul Anderson; 
EK. A. May, Abram Cox Stove Co., Philadelphia 


comparison of effectiveness of indirect heating surfaces. 
These tests covered heaters of widely varying charac- 
teristics. 


RESEARCH WORK GOING FORWARD 

ICE-PRESIDENT DRISCOLL, chairman of the Re- 
, | roe Committee, took the chair during the research 
session which followed. He outlined the plans of the 
committee during the year to come, emphasized the fact 
that the most important problem was the heating of the 
home, and advocated the building of a research home at 
the laboratory. The plans include bringing the labora- 
tory and the members closer together by having all work 
done under the direction of technical committees. Re- 
ferring to the 1,500 suggestions received from members, 


~ 





Homer Addams, of Kewanee Boiler Co., and past-president of 

the A. Ss. H. & V. E.; 8S. B. Dibble, of Pittsburgh, president of 

the A. S. H. & V. E.; F. CC. Houghten, secretary of the 
A. Ss. H. & V. E. 
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= HE Zwermann trade mark stands = 
= . . 

= for genuine two fire vitreous = 
= china sanitary ware of the highest je 
: : ; 8 = 
> quality—standardized in design _ 
= economically produced by the most <= 
=< modern facilities and priced fairly. = 
=> = 
> When it is possible to improve the e 
= quality of vitreous china sanitary = 
ra ware, those improvements will be < 
= embodied in Zwermann tanks, bowls, < 
= and combinations. = 
= Sold only thru the jobber = 
= 
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4+ Zwermann Co. £ 
= S 
e Producers of Genuine Two Fire Vitreous China = 
= Water Closet Tanks and Closet Bowls = 
a Robinson, Illinois 


vv 


No. 48 CLOSET COMBINATION. consisting of 

Plate No. 8 Tank in combination with Plate No. 

28 Wash Down Bowl, which is fitted with either 
an oak or birch mahogany seat. 
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The New 
Morrison Hotel 


Largest and tallest hotel in the world, 
now under construction at 


Madison and Clark Streets 
CHICAGO 


Manager 


Harry C. Moir 


President Moir Hotel Co. 


Architects 


Holabird & Roche 


Plumbing Contractors 


O’Callaghan Brothers 


Equipped throughout its 


new section with the 


Watrous 


Flush-Valve and 


Duo-Jet Closet The Watrous Combination 
Cuts Water Cost to One-Third 






















Y means of two powerful converging 
jets the bowl is instantly emptied. A 
thorough flush and refill consume about 
2 gallons of water, against 5 gallons or 
more used by competitive combinations. 


Cannot clog or overflow; the outlet is free 
from zigzag turns and narrow passages re- 
quired by other bowls to start syphonic 
action. 


The Watrous Flush-Valve accurately 
governs the quantity of water passing 
through it; it takes full advantage, 
therefore, of the economical cesign of the 
Duo- Jet Bowl. 





Watrous Flush-Vaive and Duo- Jet 
Bow1— Floor Type —Selected for the For full details on the Watrous Flush-Valve 
new section of the Morrison Hotel and Duo-Jet Bowl, write for Looklet H 


PLUMBING DIVISION 
Watrous Flush-Valves — Duo-Jet Closets — Self-Closing Basin Cocks — Combination 
Lavatory Fixtures— Pop-Up Wastes— Drinking Fountains—Liquid Soap Fixtures —etc. 


THE IMPERIAL BRASS MANUFACTURING COMPANY 


1231 West Harrison Street (Established 1885) CHICAGO 
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Mr. Driscoll welcomed them, but stated in his opinion the 
more practical problems should be worked out first. He 
also believes that commercial testing should not be done 
at present. After a prophecy that the members would be 
proud of the laboratory by another year, he 
a contribution of $1,000 from the 
then called on Dean Anderson. 
Stressing the importance of research, the dean told his 
hearers that the Society had been an inspiration to him. 
“We're too close to the laboratory to realize what a great 


announced 
Joston chapter, and 





R. F. Connell, manager, research dept. of the U. 8S. Radiator | 


Corporation, holding cocktail shaker won in golf match; Miss 

Pauline Kurland, of the New York offices of the A. 8. H. & 

v. E.; M. F. Blankin, secretary of the Haynes Selling Co., 
Philadelphia, with silver pitcher won in golf match 


thing it is,’’ he said. 
it more. 


“The coming generation will value 
The work, in my opinion, is the most important 
work that has been done for the heating industry.” 

Tuesday afternoon the golf players and the bridge 
experts had their innings, the men repairing to the At 
lantic City Country Club for their battle with Colonel 
Bogie, and the ladies to the same place for luncheon and a 
bridge party. There was great competition for the hand 
some prizes awarded by the committee, with the follow- 
ing results: 

Low gross for members: 
pitcher. 


Low gross for guests: W. F. Bilyeu (88), silver pitcher. 





J. Ritchie, of the Sareo Co., Inc., New York City; L. G. 


Paine and F. D. B, Ingalls, both of CC. A. Dunham Co.; Thomas 


Kellogg, of The Bishop & Babcock Co., New York City; WH. 
Reblett of C. A. Dunham Co.; W. H. Gomersall, of Nash En- 


gineering Co., South Norwalk, Conn. 
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“Kicks” from customers are 
neither conducive to a happy 
frame of mind or are they fore 
runners of possible future busi 
ness. Wherever you install a 
Blauvelt S. A. Faucet, the 
customer will have only one 
“kich,” namely, that he did 
not know about this faucet 
before. 


The F. N. DuBo 


243-247 Ninth Avenue 
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is Company, Inc. 


VAN ARNAM | 


Genuine Sheet Covered 
White Seat 


has created a new stand 
ard of excellence in toilet 
seats. It is the finest piece 
of merchandise of its kind 
on the market 


isk Your Jobber | 





“KICKS” 


It Ip} Ince 
the in action vhich 
prevent aking and the mn 
rotating 1 ti 
reducing friction or ilve seat 
and washer, make this faucet 
4 l perior one 

Mace ImMpressi and 
elf-closing styles { ' 
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INDIANA 








a 


“ 





























' - — urns No (3) 
| oe Stand my 
| oa t 
| it . ~ + 
ii ah ‘ , 
—— . INSTALLED BY 
7 Tre 
— - —— j J ——— — 
ee | 
Sree l' 
- ; 3 : ' vie 
. tty 
rT 
\ | 4 ‘ 


Ek: a 

















What Stands Behind this 
Contractor’s Sign Today? 


Ist | The success record of thousands and 
thousands of installations. 


2nd An appreciation of the heating con- 
tractor’s problems and a spirit of will- 
ing co-operation. 


3rd Astrong service and sales organization 
to assist the heating contractor. 


4th Highest quality of workmanship and 
capacity for enormous production. 


Spencer 


steam .vapor or hot water 


i Heaters 
i burn No.1 Buckwheat coal 


eNc 
4 
‘4 


DP, 


vr 





A size and type for every purpose. Sold only through heating contractors. 





STANDARD HEATER COMPANY General offices: WILLIAMSPORT, PA. 


New York City Boston Philadelphia Baltimore Buffalo Rochester Lancaster Washington Schenectady Syracuse Harrisburg Scranton 
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Kickers handicap: Tie-—A. C. Stacey, Jr. (114-29-85), 
R. F. Connell (115-30-85) (Won by Mr. Connell on the 
toss.) Cocktail shaker 

Low putts: Tie—H. P. Gant and J. F. MacIntyre (33). 
Won by Mr. Gant on toss 

Most strokes on hole: Tie Ek. T. Murphy and Thornton 


Silver pitcher. 


Silver match box. 


Lewis (17). Won by Mr. Lewis. 
Highest gross: Tie—J. T. Lyle and H. Coward (151). 
Silver belt buckle. 


Won by Mr. Lyle on toss. 





Dr. E. V. Hill, of Chieago; Roswell Farnham, of the Buffalo 
Forge Co., Buffalo, N. ¥.; L. C. Soule, of the Aerofin Corpora- 
tion, Newark, N. J. 


The Steeplechase Pier was the goal on Tuesday evening 
From the youngest to the oldest-—beg pardon, least young 

the slides, dips, and mechanical contrivances found 
ready customers, while the dance floor appealed to many 

Wednesday morning had been set aside for discussion 
of ‘the Code of Minimum Requirements for Heating and 
Ventilation of Buildings, with a report of the committee 
in charge. This exceptionally able report, with the im 
mense work of compilation which it involved, was received 
with thanks from the Society, which voted to have it 
turned over to a committee to be appointed by the presi 
dent, printed in book form, and presented at the annual 
meeting of the Society next January 








John A. Darts, of the Kewanee Boiler Co.; G. BE. Olsen, of the 
Fitzgibbons Boiler Co., New York City; F. D. B. Ingalls, of 
the CC, A. Dunham Co., Boston 


Then, with thanks to the entertainment committee for 
its very able handling of the convention, the meeting 


stood adjourned, with only the rolling chair ride for | 


ladies in the afternoon and individual souvenir buying 
and the like left for the guests. 

Zesides the general executive committee handling the 
affair, there was a finance committee consisting of G. A. 
Dornheim, F. E. W. Beebe, P. J. Watters, R. Donnelly 
and A. J. Nesbitt, and the entertainment committee, com 
posed of G. G. Schmidt, Alfred Engle, Arthur Ritter, J. 
A. Donnelly and Perry West. These, with the Council, 
the Research Committee, and the Guide Committee, held 
frequent meetings during the convention. 

Souvenirs in the form of notebooks, keycases, perpetual 
calendars and boxes of cigarettes were distributed by 


Crane Co. 
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It’s 
— Cheaper 


— Easier 
— Quicker 


— Better 











work through tnt as botiom 
of pipe extends bel houl 
der in filting 


to ‘rough in’ with 


STRINGER 


Hub Drainage Fittings 














They shp and calk — eliminate 
the use of long screws — and make 
a durable connection in less time 
without strain on either pipe or fit- 
ting. Let us send you literature 
showing a size and pattern for every 
purpose. 


STRINGER BROS. CO. 


1100 W. 38th Street CHICAGO, ILL. 



























IMPROVED 


New Model ‘‘R’’ 


Automatic 


CELLAR DRAINER 


Another Way to Sell 
Cellar Drainers — 


Every time you are asked to estimate 
on a new plumbing job, add the 
following paragraph: 


I recommend the installation of a 
PENBERTHY AUTOMATIC 
CELLAR DRALNER. This device 
will insure you against the annoyance 
and expense of « flooded basement. 
It takes up but little space, uses the 
regular city water pressure for power 
and requires no attention or mainte 
nance. The price for the proper size 
for your building, installed complete, 


More Efficient 
More Economical 
More Reliable Bee 


You’l) be surprised at the extra busi- 
ness you can create by this simple 
method. 


More Durable 
More Compact 


More Powerful 
Your jobber can eupply you 


Penberthy Injector Co. 
Established 1866 
1244 Holden Ave., Detroit, Mich. 


Canadian Plant, Windeor, Ont. 


ne past — 


More Accessible 
More Salable 
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2°” Be Sure 


That Your Installations 


Tune 39 200 





Will Stand This PRESSURE 


i JG 
if , i. hl . 
‘ yAThe water meter, the range boiler 


and even the piping itself may 
burst any time an emergency fire 
pressure is loosened into the water 
mains. It often happens—some- 
times under the regular city water 
pressure, The results are always 
ruinous and costly — vastly more 
expensive than the cost of Mueller 
regulating and relief valves, which 
will prevent all such accidents. 
Mueller’s reducing and relief valves 
are the shock absorbers for domestic 
plumbing. The regulating valve re- 
ceives the full force of the pressure 
in the mains, which may range from 


60 to 125 pounds. This pressure is 


reduced and delivered into the sys: © 


tem it serves at 45 pounds or less. 


Severe strain on all the equipment — 
and fittings is eliminated—wear and | 


tear are reduced to a minimum—saves 
water—prevents splashing at the fau- 
cets. When used in connection with 
Mueller’s relief valve and a Mueller 
strainer the entire installation is in- 
sured permanently against dangerous 
stra:*. Better plumbers everywhere 
are 1 0W urging their patrons to install 
these shock absorbers. Write for de- 
scriptive literature. Ask your jobber 
for full particulars. 


MUELLER CO. (&stablished 1857) Factories: Decatur, Ill., Port Huron, Mich. 


Canadian Factory 


MUELLER, Ltd., Sarnia 


Branches 


New York, San Francisco, Los Angeles 


MUELLER 


Reducing and Regulating Valves 
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MUELLER 









MUELLER 
REGULATING VALVE 


The above arrangement of Mueller 
goods will do it and prolong the use- 
} fulness of the entire plumbing and hot 
water system. 

It will not diminish the water sup- 
ply, but it will regulate the pressure 
—providing a full, free, steady flow at 
the faucets without splashing. 

Forty-five pounds pressure is ample 
for domestic uses and the most satis- 
factory. 

Anything above that is unnecessary 
—and fire pressure is positively 
detrimental. 

Every Mueller device shown per- 
: forms a necessary duty in protecting 
plumbing. 





a, 
| The Strainer intercepts sand, grit, 
} gravel and pipe scale which otherwise 
cut out seats and washers. 
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WATER STRAINER 
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A SAFE SYSTEM 


MUELLER [ 4 


“| RELIEF VALVE 








TO DRAIN \ees, 


Let These MUELLER Products 
Safeguard Your Installations 


The Regulator E-5260 reduces the 
pressure from as high as 225 pounds to 
20 to 75 pounds. The flow of the water 
is steady; there is no thumping from 
high pressure, and there is no splash- 
ing at the faucets. 

The Regulator makes a closed sys- 
tem, and Relief Valve E-5060 should 
always be used in connection with 
E-5260. On hot water systems there 
is danger in overheated water. It fre- 
quently causes range boilers to ex- 
plode. E-5060 eliminates that danger 
by automatically relieving the pres- 
sure. These devices provide a service 
that is absolutely satisfactory. 

Every one of these Mueller devices 
is necessary for the proper protection 
of the plumbing system. 

Write for literature. Ask your Job- 
ber for particulars. 2 
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Reducing and Regulating Valves 











MUELLER 
WATER STRAINER 
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Somerville 
(S. I. W.) 


Soil Pipe and 
Fittings 


Are mechanically correct 














Approved ~ 


for fire service 


Jenkins Underwriters’ Hose Gate 
Valves are made in accordance 
with the specifications of the 
National Board of Fire Under- 
writers, Associated Factory Mu- 
tual Insurance Companies, and 
the National Fire Protection 
Association. 


These valves made to standards 
approved by such experts, have 
genuine Jenkins sturdiness and 





reliability. 
Fig. 7 
Standard Bronze JENKINS BROS. 
ga Te e Cate 80 White Street New York, N. Y. 
Valve. with f 524 Atlantic Avenue Boston, Mass 
Sieoe J 133 No. Seventh Street Philadelphia, Pa. 
iv a es , 646 Washington Boulevard Chicago, Ill 
JENKINS BROS., LIMITED 
Montreal, Canada London, England 


Always marked with the” Diamond” 
e 


enkins Valves 


SINCE 1664 














Wyoming Holds Sixth Annua! 
Convention in Spite of 
Difficulties 


Passes Resolution Condemning Pollution 
of Streams 


N SPITE of a heavy rain which made it impossible f 
] several members to reach Thermopolis on June 15t 

the Master Plumbers’ Association of Wyoming had 
successful meeting to mark its sixth milestone. Those w! 
were able to get to Thermopolis spent the 15th in sights: 
ing and the official opening of the convention was held over 
until Tuesday morning, President Charles R. Schank, of 
Casper, presiding 





In his opening address he expressed his disappointment 





Harry L. Hanson, Butte, Mont.; F. C. Webb, Greybull, Wyo.; 
f.co. W. Fisher, Casper, Wyo.; Thomas Donohue, Casper, Wyo. 


at the small number present, but felt optimistic as to the 
future of the association’s work because of the caliber of 
the men who had made the effort to attend. 

Harry L. Hanson, of Butte, Montana, a past national 
director, gave a very interesting talk on ‘‘How to Make 
Money in the Plumbing Business.”” His talk was received 
with great enthusiasm because Mr. Hanson, being one ot 
the most successful plumbers in the Northwest, practice: 
what he preaches and was able to give some real practical 
and proven ideas on the subject. Mr. Hanson praised the 
trade papers and said that the articles by Starbuck and 
Riesbeck in ‘“‘Domestic Engineering’ were outstanding 
in the field. 

Before adjourning for lunch, President Schank ap 





pointed an Entertainment Committee, a Resolutions Con 
mittee and a Membership Committee. 

On Tuesday afternoon Howard E. Jones, of the National! 
Trade Extension Bureau, addressed the convention and 
lead an open forum which lasted the entire aftern« 
mainly stimulated by the desire of the members to obtain 
ideas and knowledge. 


ELECTION OF OFFICERS 
N WEDNESDAY morning the official photograp! 
QO the convention was taken. Following this the \ 
ous committees made their reports, chief of which 
the returning and unanimous passing of the resol 


against pollution of streams, as sponsored by ‘‘Don 
Engineering.”’ (Continued on Page 6!) 
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Gets Results Every Time 


If you are acquainted with a heating system which is suffering 
from a chronic case of promiscuous condensation, galloping fuel 
consumption or some similar ailment which nothing on earth 


seems to cure — try a LYTTON THERMO-SYPHON TRAP. 


This cleverly designed piece of equipment handles condensation 
in a way that is a joy to behold. It prevents air bound and 
water logged radiators, assures perfect circulation and plenty of 
real heat with the minimum amount of fuel. Even old heating 
systems take a new lease on life when a THERMO-SYPHON 
TRAP is installed. 
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MANUFACTURING CopPORATION 


Trap Franklin, 
Specialists Virginia 
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This new Never- 
Drip Carton makes 

a handsome display. 
It is produced in full 
color showing a giant washer 
with the black stripe that 


a4 identifies all Never-Drip washers 
B The carton with many other equally 
éc a attractive selling helps supplied free 
with your initial order of Never-Drip 
Washers. 


. ' 99 Here are two new cartons with but a single thought. Wherever dis- 
em to b uy played—they ‘‘ask ’em to buy.” 
Above is the assortment package that, along with other display material 
and literature, comes free with your first order of 


NEVER~DRIP 


THE WASHER TESTED TOA MILLION FAUCET TURNS 


Under the severest conditions, NEVER-DRIP Washers 
and here, taken from have been tested to more than a million faucet turns, 


an actual photograph, is . . ° ° ‘ 
the new Mushroom Para without slightest signs of a drip. That’s why “Every 
par container. Even the Faucet Needs a NEVER-DRIP—Just Once’’—that’s 


are new-—-harmonizing in why you want to “Use them on every job.” 


color with all new Wood 


ward - Wanger And below, in a brand new carton, is your old friend, 


MUSHROOM 


ardba} <p 


x Both are 
How trim and neat is this new display. One glance W W Products 


tells the whole Mushroom Parabal story. What 
it is what it does—how much it costs—how long 
it is guaranteed. In every respect atrusty com- 4é[Jse Them 
panion salesman with the new Never-Drip as- 








p2eOV 
MUS! 





sortment carton. on Every 
Both are nationally advertised —both are guaran- Job’”’ 
teed. 








T ; 
Canadian Distributor " Woodward Wanger Co. 


Western Branch S. T. HADLEY Philadelphia 


922 Franklin St., Oakland, Cal. 111 Anderson St., Montreal, P. Q QUALITY PLUMBING SPECIALTIES SINCE 1906 
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The nomination and election of officers for the coming it was expected that his vote would be cast for Albert 
year then took place. R.S. Murphy, of Casper, was unan J. Wilson, of San Francisco, as vice-president. 
imously elected president; M. C. Whittington, Thermop- 
olis, vice-president: . ‘irk Baldwin, Casper, secretary , x0 ia 
mesial yents J Kirk Baldwin, Casper, secretary- \fontana’s Twenty-Eighth Annual Con- 
Reports of the work of the association during 1924-25 vention an Enthusiastic One 
having been put in final form were then presented and 
accepted. From these reports the outline for the next 
Fishermen Members Strong for Resolution Against 
Pollution of Streams 


OMING from all parts of the state and evidencing a 
C desire to increase their knowledge, the master 
plumbers of Montana brought to their twenty 
eighth annual meeting the quality which alone gives value 
to such a gathering —enthusiasm 
President Thomas EF. Lubben, of Dillon, opened the 
meeting on the morning of June 19th and the program 


of formalities reading and approving the minutes, and 


the appointment of committees—-was quickly accom 

plished The following were the committeemen 
Credentials Committee, Elmer Carpenter, Havre Roy 

Crago, Helena, and R. D. Stocking, Helena Auditing 





Committee, C. C. Mott, Missoula; John Trunkle. Great 
Falls, and George Platt, Great Falls. Resolutions Com 


Harry L. Hanson, Butte, Mont.; Chas, R. Schank, Casper, : : s : : 
mittee, Chester N. Harris, Great Falls; Harry L. Hanson 


Wyo.; F. CC. Webb, Greybull, Wyo.; Geo. W. Fisher, Casper; 


E. G. Spring, Thermopolis, Wyo.; R. 8S. Murphy, Casper; 3utte, and J. P. Grady, Havre. 

Thomas Donohue, Casper, and M. L. Estabrook, Casper, Wyo. After lunch, the reports of the committees were brought 
in. A resolution approving the work of the Standardiza 

year was drawn up, including the establishment of a fund tion Committee of the National Association was unani 

to send a delegate to the national convention next year, mously passed, as was the resolution fostered by ‘Do 

because this year a voluntary contribution was necessary mestic Engineering,’’ condemning the pollution of 

for this purpose. streams This last resolution had a particularly strong 


J. Kirk Baldwin was selected to be delegate to the backing because every man present was a fisherman, and 
national convention, and although he was uninstructed, appreciated keenly the need for this movement to keep 


The Complete Line 













w Not merely one regulator to cover eS 
all conditions but a line of regula- 
tors to meet every requirement. 


Manufacturers of the better 
boilers have standardized on 


== METAPHRAM == 
DAMPER REGULATORS 


Metal Diaphrams—Last the life of the boiler 





For Low Pressure Steam—Vac- 
lta uum — Vapor or Hot Water. 
Smallest to the largest Boilers. 


Write for catalog—if your jobber 
cannot supply 


= NATIONAL REGULATOR CO. 


2301 KNOX AVENUE CHICAGO 
The A Jacks People (A Jacks for High Pressure) 


ADAAAAAAAAAAAY 
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“We have used them 
on all our jobs” 


Many plumbing contractors have had the same experience 
as Mr. H..H. McLeod of Josie and McLeod, Winnipeg, 
Canada He writes 


“It is with pleasure that we can recommend Red Top Relief 
Valves We have used them on all our jobs that required a 
safety device, and have found them very satisfactory.” 


Plumbing contractors have found it easy to convince a cus 


tomer of the safety a Red Top guarantees him Red 
Top, Model No. 1, protects against boiler explosions in 
jomestic hot water supply systems, and Model No. 2 pre 


vents cracked boiler sections and other ruptures in hot water 
heating systems 

Red Top Relief Valves operate on the gravity principle 
Their construction is simple. There are no springs, levers, 
diaphragms, or other complicated mechanism to get out of 
order 

Descriptive folders on request 


NEPTUNE METER CO. 
50 E. 42nd STREET, NEW YORK, N. Y 
Branch Offices 


Red fop elie? Valve 


in Principal Cities 
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pure the streams so that wild game and fish will not be 
driven out 

THE NEW OFFICERS 
NOLLOWING the reports of the committees, the fol 
4 lowing officers were elected: President, Chester M 


Harris, Great Falls; vice-president, C. C. Mott, Missoula 
ecretary-treasurer, Elwood F. Kuschke, Billings. Harry 
IL. Hanson, Butte, was elected as delegate to the national 
convention 

The meeting unanimously endorsed the candidacy of 
Albert J. Wilson, of San Francisco, for the vice-presidency 
of the National Association. 

The remainder of the afternoon was spent in listening 


to two interesting talks, Howard E. Jones, of the 
Natienal Trade the other Harry 


I.. Hanson, of Butte, a past director of the National Asso 


one by 


Extension Bureau, by 


ciation, and esteemed for his ability. Mr. Hanson re 
viewed the work of John J. Vogelpohl as National presi 
dent, and touched upon the work of the various com 
mittees of the National Association. 


Recent Court Decisions 


APPARENT BINDING 


WY veces of have 


been allowed to manage its affairs, their authority 
to represent the 


AUTHORITY 
and 


CORPORATION 
corporation 


otficers agents a 


company may be implied from the manner 


in which they have been permitted by the directors to 
transact its business. Such corporation is bound by the 
apparent authority so conferred, and will be estopped to 
deny such authority Supreme Court of Oklahoma, in 
Park Addition Co. v. Bryan, 228 Pacific Reporter, 959 
AGENT'S AUTHORITY MAY BE ASSUMED TO 
CONTINUE 

AXHERE is no controversy, nor can there be, as to the 
‘| general rule of law that one who has dealt with an 
agent in a matter within the agent’s authority has the 
right to assume, if not otherwise informed, that such 
authority continues, and, unless notice of revocation of 


such agency is brought to his knowledge, the principal is 


bound, if the dealings continue after the authority is 

actually revoked.—-Supreme Court of Utah, in Montana, 

ete., Co. v. Utah Junk Co., 228 Pacific Reporter, 201 
TENDER MADE AT PERIL 

general rule is that the party making a tender 


NAHE 
acts at his peril, and must see to it that the amount 


tendered is large enough, where the correct amount is 
not within the exclusive knowledge of the other party 
By demanding more than was due, a party may have 


waived the formal requisite of a tender, such, for example 
as the actual production of the money, but did not waive 
District 
Appeal of California, in Adams & McKee Land 
681. 


an existing capacity and willingness to perform. 
of 
Dugan, 2 


Court 


Co. V 28 Pacific 


S 


Reporter, 

CONSTRUCTION OF LIEN LAWS 
TATUTES in 
common are to receive a strict 


creating liens of th 


construction 


are derogation 


law and 


Their operation will not be extended for the benefit of 
those who do not clearly come within the terms of th 
act. Where the statutes provide that the lien laws shal 
be liberally construed with the view to effecting thei: 


object, this means that when it has been determined that 
it will } 
liberally applied to them.—Supreme Court of Washingto: 
De Bank, 228 Pacific Reporter, 


persons come within the operation of the act 


in Gooyer Vv. 835. 
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Building Good Will For 
Better Business 


July 13th to 18this Ford iii eas Ee a ne 
Truck Display W eek oo piumbing service ecomes Detter when you 


metal : have a Ford truck to make the rounds and answer 
This week authorized Ford Dealers every- 


where throughout the United States will the calls of your customers. 
have on display and be prepared to give 
demonstrations of Ford trucks with all types Quick response to a phone call will usually result in 


Sere Soh oh i Senepone repeat business; delay means loss of good will and 
opportunity to learn how Ford equipment 


can bring a new economy into your busi- possibly calling in another plumber. 
ness. You are invited to take advantage of it. 


CEE 


The value of a Ford truck to a plumbing concern is 
expressed in dollars and cents by J. S. Englerth, 
Treasurer of the J. W. Hull Plumbing and Heating 
Co., Memphis, Tenn., who says: 






“From actual experience with Ford trucks, 


CARS - TRUCKS - TRACTORS we speak with certainty when we say that 
each Ford saves us *1000 a year in our 
| fy delivery expense.” 


A Ford truck can easily be converted into a “Shop 
on Wheels” serving several times as many customers. 













Ford One Ton Chassis *365 
Ford Model T Chassis *225 


Prices f. o. b. Detroit 


Sold by Authorized Ford Dealers 








Mention Domestic ENGINEERING when writing advertisers 
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CANFIELD 




































































i 


HERE are three Canfield Specialties. Each | 
was designed to fill a definite need and 

to retain its original spring after years of 

hard service. 


Canfield Tank Balls absolutely prevent any 
leakage of water from the tank. 


Canfield Spud Washers make a tight joint 
without excessive tightening and eliminate 
the possibility of breaking the bowl. 


Canfield Rubber Stoppers are made as well 
as we can make them. There are no better 
stoppers made at any price. 


























Canfield Rubber Products are carried in 
stock, and we are in a position to make to 
order on short notice any cut or moulded 
goods in extra size, weight, or thickness. 














We Sell to Jobbers and 
Manufacturers Only 














. THE H. O. CANFIELD CO. 
malt BRIDGEPORT  :: — :: | CONNECTICUT 


Mention Domestic ENGINEERING when writing advertisers 
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DOMESTIC 


Swimming Pool Care 
and Design 


(Continued from Page 37) 


micidal agents 
the liquefied 
sodium), the ozone. With the 
named process I have had no experience. I am conducting 
some experiments on the ultra violet rays at the present 
time. My experience with the use of chlorine has been 
successful, although the chemical has to be handled 
discretion, and that 
detect the odor of the chemical when it 


are chlorine (either as 


hypochloride of 


copper sulphate, 
the 


rays or 


gas, or as calcium or 


ultra violet last 


with 


persons are apt to claim they can 


has not yet been 
used. Personally I prefer the liquefied chlorine as being 
susceptible of more accurate and more workmanlike con 
trol. It is more expensive to instal and operate apparatus 
for gas under pressure, but the 
on storage as the hypochloride does, and the apparatus 
which must be handled will 
given a chance. 
powers but is 


gas does not deteriorate 


with care, stand up well it 


Copper sulphate has germicidal 


useful in 


some 
most keeping down the growths 
or water scums which bother the 
operators of open-air installations. 


A certain amount of dirt, lint, hair and so on will settl 


of algae frequently 


to the bottom of the tank after a time. Although this 
material is very offensive in appearance, and looks very 
black, yet it is only a very thin layer of fine powdery 


deposit. It is not readily drawn toward the outlet during 


recirculation, and when it is attempted to sweep it toward 
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the outlet by means of weighted brooms, it rises into the | 


water and dissipates, only to fall down again when the 
currents have subsided. 

This dirty with a sort of 
vacuum cleaner arrangement especially designed for such 
work. 


Then it looks just as bad as ever 


deposit may be removed 


The water which is removed by the tool from near 


the bottom of the pool may be deposited either upon the | 


top of the filter and the deposit strained out, or run into 
scum gutter, and the dust run 
to the sewer. 


the water and together 


Whenever a new pool is constructed, some arrangement 
should be made to take care of these dirty-looking sedi 
with white tile 


ments. Their removal in an indoor pool 


lining is quite a bit more important than in the outdoor 


The dirt is 
likely to make swimming in the pool unattractive. 

the 
pool which is most likely to cause disease consists of the 


pool where they are not so noticeable. very 


From the standpoint of sanitation, material in the 


tresh secretions newly thrown off from the bodies of 
bathers. Some of the organisms that we fear the most 
are very delicate and highly specialized. They do not 
adapt themselves well to unfavorable conditions. Lower 


temperature and less abundant food than they find in the 
body constitute such conditions. 
of those that 


The organisms 


unfavorable 

Among these fragile organisms are most 
cause infections of the respiratory tract. 
that cause intestinal diseases such as typhoid are 
resistant, although they the 
for life against stronger organisms which they encounter 
in the pool. The find 
conditions much more to their liking and they are stronger 


more 


too, soon succumb in fight 


common soil and water bacteria 
than the pathogenic forms. 

As a result of this, the man who is in the pool with you 
the 


To make the pool safe, there should 


is a more real danger to you than man who was in 


the pool yesterday. 
be a rapid dilution of infective material and a correspond 
ingly rapid the substances 
toward the exit Any type of inlet outlet that 
will accomplish this rapid dilution and allow the minimum 


carrying away of dangerous 


pipes and 


dead water areas will be satisfactory. 

















Bull - Dog celluloid 
covered seats have 
allthe good qualities 
»f Bull-Dog varnish 
tinished seats. 





~“HEAP= 





PASCO 


WATER HEATERS 
are hot stuff. And they are built 


of steel in the the same fine manner 
as the famous Kewanee Boilers 


KEWANEE BoILER COMPANY 


| Kewanee, Ill. 




















Sold only through plumbers. 
Send for dealer proposition. 





5211 Wesson Avenue 
DETROIT, MICH. 





















For Pumping Hot or Cold Water, 
Oil and Other Liquids 


12 


Capacities Sizes 


500 to 
9000 
Gallons 


ForHome, Farm, 
Mill, Mine or THE F.E MYERS 
Factory. &BRO.CO. 
Catalog on request. Ashiand, Ohio 
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But a word of caution is needed in regard to pool 





safety Do all you can to make the pool safe Keep 
One | ells Another everything as clean as you can. Still you are very likely 
to hear of ear and eye trouble among the users of the 
pool. A good deal of this is auto-infection. The bathers 
When you sell one Classic are carrying the causative organisms on their own body 
Sink Fixture, the chances ar , wl ; 
surfaces, and when the maceration of the skin has reduced 
are you sell a dozen. Every ; 
resistance to the invading bacteria, they may enter 
customer automatically " : ' ‘ - 
Lenemeies o enlsiieanin Gor and cause trouble. Rigid inspection of bathers is helpful, 
but it will not entirely remove this condition. 


you. That helps business 
The maximum safety from dangers incident to insani- 


All you have to do is keep 


plenty in stock —and sev tary conditions must be given, but attractiveness, comfort 

eral always on display and convenience are important also. Hence consideration 

CHICAGO should be given to toilets, locker rooms, dressing cabinets 
The Chicago Faucet Co r ' , 

° ind } ver 1eE 1 ¢ . -anrA , @ » tee y 

eiub.tie 0. Craetord Awe and shov They and the arrangements for handling 

Chicago, Ill the towels and suits need careful planning 























Valves and Fittings 


The big Kennedy line covers a total of 
over 4600 different types and sizes, in 
cluding globe, gate, angle, check and 
radiator valves of every type and size, 
and a complete line of malleable iron and 
brass pipe fittings. 

All of these types are described and listed 
in the Kennedy Catalog. 

Send for a copy 


The Kennedy Valve Mfg. Co. 


Elmira, N. Y. 

Boston New York Chicago San Francisco 
El Paso Salt Lake City Seattle Philadelphia 
Kansas City Los Angeles 











Automatic Gas Water Heater 





Convenient—-Lasting—-Eco- 

nomical— Safe! | M. W. Dennison, FE. B. Lane and Harry L. Doten, at the recent 

The exclusive, patented Hum- tournament of the New England Metal Products Golf Asso- 
~¢£ : ciation, on the links of the Wannamoisett Club, near Boston 

phrey features that insure such 

service are easily understood. 

~ y ‘ The Ben Padgett Co., of Atlanta, Ga., will develop 400 

Understand them and you'll sell 


. it acres for an amusement and recreational park, to include 
more Humphreys. 





wimming pools 
Humphrey Company Work has been completed on the new open air swim- 
a: Dio. Ruud Mfg. Co.) ming pool built at Branson, Mo., by Hobart MeQuerter. 
Type “A Kalamazoo =i° Michigan The pool was constructed for the benefit of tourists who 


stop at the tourists’ camp on the water front at Branson. 





There was no beach where visitors could swim, the edge 


A P E R F E Cc ¥ J oO B of the river being too deep for inexperienced swimmers. 
IS THE RESULT WHEN USING nf 

a The “American” Ground Joint Ob ITU a ry 
Waste Connections with Weenie @. Sew 


Wii -—-LEAD R ING Frank O. Ray, long identified with the plumbing indus- 


try of Nashua, N. H., died at his home on Lowell road, 














Everyone is interested in this that city, June 10, in his seventy-sixth year. Mr. Ray 

new fitting. was born in Medford, Mass., in 1850, but has been a resi 

dent of Nashua since he was a boy Early in life he 

All Jobbers Should Stock Them learned the plumbing trade and was long one of the lead 

No, 752 ing business men in Nashua. At one time Mr. Ray was 


manager of the Bundy Steam Trap Co. He was a member! 
AMERICAN SANITARY MFG. co. of the Ancient York Lodge of Masons and prominent in 


ABINGDON, ILLINOIS 





fraternal circles. 

















aside 




















Companies Recently Incorporated 


The Klempner & Kuller Supply Co., New York City, was 
recently incorporated with a capital of $10,000 to deal in 
Klempner, 


plumbers’ specialties. The incorporators are I. 


J. Kuller, and J. J. Fischer. 
The A. T. Oil 


Burner Co., Boston, Mass., has recently 


been incorporated with a capital of $100,000. ‘The in 
corporators and officers of the company are: President, 
Sinius M. Hansen; treasurer, Carl A. Olsen, 16 Archer 
street, Lynn, Mass.; secretary, Julian P. Beek. 


The Lucas Heating Systems, Inc., 525 West 103rd street, 


Chicago, was recently incorporated for $25,000 to manu- 
facture and deal in heating systems. The incorporators 


are C, B. Rosenberg, Glenn O. Lucas and George M. Illges. 

The Oakwood Supply Co., Mount Vernon, N. Y., 
been incorporated with a capital of $10,000 to deal in 
M. Ide, D. L. and S. L 


has 
plumbing specialties. C. Garofano 
are the incorporators. 
DULUTH PLUMBING SUPPLIES COMPANY TO OPEN 
NEW PLANT 
Duluth Plumbing Supplies Company, of Duluth, Minn., 
expects to have its new plant and display room ready for 


occupancy about July 15. The’‘company is planning to 
celebrate the formal opening of this new building July 
30 and August 1. 
IN NEW LOCATIONS 
The Chase Companies, Inec., of Waterbury, Conn., will 


move the New York offices of the Chase Metal Works and 
the Waterbury Manufacturing Co. to 138 Lafayette street, 
New York City, about July 1. 

The 


recently moved its offices from 


Lincoln, Nebr., 
1929 South Twenty-eighth 


Pioneer Power Oil Burner Co., of 


street to 809 First National Bank Building in that city. 
FIRM OF WILLIAM JOHNSON PLANT BURNS 
The plant of the Firm of William Johnson, Kent and 


Newark, N. J., was almost entirely de- 
The loss was covered by insur- 
Little 


records 


renner streets, 
stroyed by fire recently. 
ance, and plans are already made for rebuilding. 
business is expected, all the 


interruption in as 


were saved 
PALM BEACH PLUMBING SUPPLY CO. BUILDING 
NEW HOME 


Palm Plumbing Supply Co., Palm 
is nearly ready to move into its new $150,000 busi- 
The building is 100x100 ft., and has 30,000 
On the first floor is a counter dis- 
come in and purchase small 
supplies in small quantities without tying up the general 
routine of business. A 30x 30 ft., 


seach seach, 


The 
Fla., 
ness home. 


sq. ft. of floor space. 


play, where retailers can 


showroom, is being 


67 


os 


i vo 
Dar 
> 
fib 





There bins 


to take care of brass goods and smaller 


arranged for larger fixtures will be 1,800 


articles, and 


spe 


cial bins for 10 ft. pipe There is also a washroom, 
showers, and lockers on the second floor The building 
was erected by Wilcox Bros., of West Palm Beach, and 


Helker. 
ready for occupancy by July 1% 


the plumbing was installed by E. C. It is expected 


that the building will be 


SALESMEN HOLD JUNE MERTING 
held by the Association 
iter New York 
treet Broad 


GREATER 
One of he 
of Plumbing 


Ne Be 


best meetings ever 


smen of Gre 
Hotel, 
June 18, 


the 


and Heating Sale 


3s2nd and 
Pre 


Sion 


was staged at the Martinique 


way, New York City, with ident John Taylor 


in the chair During business sé which followed 


the dinner, the thirty-odd salesmen present voted to adopt 


the proposed constitution and by-laws, which had thei: 
second reading, and passed resolutions of thanks to the 
committee whose work had made these documents po 
ble. Then, after deciding to hold all future meetings at 
the Martinique, seven new members were admitted and 
introduced. 

Following this, Harvey A. Call, of New York City, wa 
called upon and told the assembled salesmen what they 
could do for the plumber, namely, offer suggestions and 
help keep incompetent journeymen from. starting into 
business. He advised them to try to sell their customer 
by the year instead of by the order. 

A splendid address, endorsing the ‘“‘“Make an Order an 
Order’? movement was then made by Oscar E. Planteroth, 
secretary of Marks Lissberger & Son, Inc., Long Island 
City, N. Y. Mr. Planteroth stated that his quarter cen 
tury of experience had shown him that a minority of 
the jobbers actually respected the orders they had given 
and that under present conditions it was a “heads you 
win, tails you lose’ proposition for the manufacturer He 
asked his hearers to help him put the proposition over, 
and that it would aid the wholesaler in his dealings with 
plumbers as well 

He was followed by Harvey Ross, one of the charter 
members of the association, who has been traveling in 
Kurope for several months, and who told of sanitary con 
ditions in European countries William Krueger, past 
secretary of the association, then read an extract from 
an article which condemned the practice in writing specifi 
cations of using the phrase “or equal,’ and stated that 
this was equivalent of saying ‘‘use gold or its equal’? and 
tended to make selling costs higher, as well as to substi 


tute inferior goods for those named in the specification 


The following committees were announced by President 
Taylor: Executive, William B. 


William F. Weber; Rules, Charles P 


Conlon, Harry LaCroix 


sarth, Eugene Smith, 


EK. Trefry; Auditing, John Gaughan, William Mineh. Gu 
tave Miller; Membership, Eugene Norman, Richard Dode, 
Louis H. Stroh; Entertainment, William E. Krueger, Oscar 
Mankowitz and B. Warshauer. 

The next meeting will be held at Room 140, Hotel 


Martinique, Saturday evening, July 18. 
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THE NEW ENGLAND 
ASSOCTATION 


JUNE TOURNAMENT OF 
METAL PRODUCTS GOLF 


THE 


New England Metal Products Golf 
Sandy Burr Golf Club, Weyland, 


The June meet of the 


Association was held at 


Mass., on June 12, in most ideal golf weather, and a splen- 
did time was enjoyed by all the members present The 
meet was arranged in two teams, under the captaincy of 





Nicholl and M. W. 
New 


Den- 
Metal 


bk. B. 
nixon, at the 


Hayes, John 8&8. 
tournament of the 


Lane, Willinm 
June England 


Products Golf Association 


E. B. Lane and R. D. A. Thompson. The team captained 
by Mr. Thompson won the match, and each member of his 
team was presented with a box of golf balls At the 


dinner following the meet E. B. Lane was presented with a 
silver 
feeling of the members toward Mr. 
golfer At the May meet Mr 


owing to his moving to Trenton, N. J., and he was elected 


vase by the association as an expression of the 


Lane as a gentleman 


and as a Lane resigned, 


an honorary member 


The following members were in attendance: E. B. Lane, 





Arthur HH. Frank A. Monroe, 


Purnell, 
Kirkpatrick, H. W. 


rn. D. A. Thompson, 


Frank W. Hubbard, J. F. Thorndike and 


A. A. Gathman at the June meet of the New England Metal 
Products Golf Association 
R. D. A. Thompson, John S. Nicholl, H. W. Thorndike, 


Frank W. Hubbard, Arthur H. Purnell, A. A. Gathman, J 
E. Bradshaw, John H Frank A. Monroe, M. W. 
Dennison, Wallace J Stevens, W. H 
William Haves, Captain Robert Robertson, Ralph Greenlaw 
and Joseph A 

The 
Bloom, A. 8 


Stevens, 
Osborn, G. E Taylor, 
Maynard. 


following guests were also in attendance Ray 


Fraser, J. F. Kirkpatrick and Mr. Wyman 
SILKE TALKS TO LOS ANGELES OFFICE WORKERS 
in the rapidly spreading movement for education in the 
plumbing trade the office employes, such as bookkeepers, 
stenographers, telephone girls and the wives of merchant 
when no 


plumbers, who care for the details of business 


one else is present, have been sadly neglected, in the 
opinion of Harry Silke, Southern California field repre- 
sentative of the California Merchant Plumbers’ Associa- 


tion. In an effort to help to overcome this shortcoming in 
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work Mr. Silke delivered a lecture before an 
audience of office of Los Angeles merchant 
plumbers and plumbing supplies jobbers on Tuesday eve- 


educational 


employes 


ning, June 9, at the Los Angeles Merchant Plumbers’ 
Association hall. 

Mr. Silke took up the general subject of courtesy in 
business relations, and explained to the assembled em- 


just how to act under certain circumstances. He 
various aspects of the plumbing industry and 
cleared up several points for the benefit of his listeners. 


At the close of the meeting the N. O. Nelson Mfg. Com- 


ployes 


discussed 


pany, of Los Angeles, requested Mr. Silke to repeat his 
lecture at a gathering of its office employes. It is expected 
that other Los Angeles concerns will follow the lead of 
the Nelson company, and that there will be instituted a 


general demand for eaucation among the office employes 

of the merchant plumbers and jobbers. 

SOUTHWESTERN TRADE GOLF ASSOCIATION HOLDS 
THIRD MEET 





The third meet of the Southwestern Trade Golf Asso- 
ciation was held at the Melbourn Golf and Country Club, 
Kansas City, Mo., June 17, E. C. Harbordt, of the U. S. 
Water and Steam Supply Company, acting as host. 

In spite of the competition furnished by the National 
Convention at Portland, which claimed the president and 
several of the members, there was a very satisfactory turn- 
out. 

In the evening prizes were awarded by J. C. McDonald, 
last president, in the absence of R. L. 
chairman of the handicap committee. The prizes awarded 
Ike Roark, first varry all; Carl 
Clegg, second prize, golf bag; E. C. Harbordt, third prize, 
three golf balls; R. E. Koons, fourth prize, pair of hose; 
V. S. Ferguson, fifth prize, pair of hose. 
consisting of one golf ball each for most strenuous efforts, 
Piepenbring, Jos. O’Connell, and 


year’s Dawson, 


were as follows: prize, 


The three prizes 


were awarded to F. O 
G. H. Gorton. 

Following is a complete list of scores turned in by mem- 
bers and guests: 


Gross Hdep. Net (ross Hdep, Net 





Ike Roark 99-29-70 I. M. Hayes 121-36-85 
Carl Clegg 1104-22-72 J. A. Davey 1109-23-86 
Kc. CC. Harbordt 106-233-738 D. H. Painter 122-36-86 
R. I Koons 1102-24-78 Geo, Cooke 122-36-86 
VS. Ferguson 9-11-79 Frank Wise 1200-33-87 
J. C. MeDonald 97-18-79 F.O. Piepenbring. .125-36-89 
ro OM, Osterhout 99-20-79 Joe O'Connell 31-36-95 
H. HH. Hunter 1092-22-80 G. H. Gorton 37-36-1001 
Gieo. MacMahon 1090-29-80 J. G. Pease.. 63-9 holes 
Geo. Foley 1114-34-86 1e0,. Jorgensen 65-9 holes 
Ernest Jones 1107-25-82 Chuck Wilbur 120-guest 
H. ie. Antrir 1168-32-84 M. M. Rivard 160-guest 


DURO DEALERS’ CONGRESS TO MEET IN JULY 


and dealers of the 
Duro Pump & Manufacturing Co., will convene in Dayton, 
Ohio, on July 27 and 28, to attend the 
Congress. This convention marks the culmination of a 
months’ contest in Duro dealers were 
divided parties. The 
manager, H. I. Fields, of the 
the manager, W. J. 
the Ranchers party, were campaign managers. 


Six hundred managers, salesmen 


Duro Dealers’ 


two sales which 


into two ‘political’ company’s 
Commuters 
Lantz, of 
The presi- 
dency of the Duro congress was won by E. H. Schafer, of 
Wisconsin. M. A. Martin, of 
to the vice-presidency, and John Murphy, 


won the title of Speaker of the House. 


sales 


eastern 


party, and western sales 


Pennsylvania, was elected 
of Pennsylvania, 
Twelve cabinet 
officers, twenty-four senators and forty-four congressmen 
Sessions of the dealers’ congress will 
be held in one of the large theatres in Dayton. Playlets 


and dramatizations of a sales character will take the place 


were also elected. 
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of talks and lectures. Pageants and playlets will be under 
the direction of H. R. Eicher, sales promotion and adver 
tising manager. Claude-E. Burnett, president of the com- 
pany, will chairman of the 
entertainments, and free airplane rides will be 


be convention Banquets, 
provided, 
Many 
of these pullmans will be used as hotels during the con- 
vention, and the Miami and Hotels will be the 
headquarters for many of those in attendance. The Duro 
Pump & Mfg. Co. has issued invitations to 20,000 plumb 
ing dealers in United States and Canada, and it announces 
that the Union well 


from will be 


and special trains will carry some of the delegates 


Gibbons 


dealers from every state in as as 


Canada, Mexico and Cuba in attendance 


Personal Mention 


of 


Conway 


R. A. Griffin, Chicago district manager Reading Iron 
Co., Reading, Pa., with the 


Chicago, underwent a serious operation on June 20 


sunilding, 
His 


immediate reaction was satisfactory to the doctors, and his 


offices in 


many friends in the industry wish him a speedy and com 
plete recovery. 

Alfred Toefield has joined the engineering department 
of the Marine-Galligan Co., 1822 Ludlow Phila- 
delphia. He will design vapor systems 


street, 
vacuum heating 
Robert E. Wright, formerly 
connected with the Detroit 
Vapor Stove of Detroit, 
has been appointed sales 


Co., 


presentative for the Detroit 
Torch & Manufacturing Co., 
Detroit. He will call on the 


jobbing trade in Ohio, Penn- 
sylvania and New York. 

B. J. McCarthy, of New 
York City, has been appointed 
head of the newly established 
promotional department of the 
P & H Supply Company, of 
Fort Wayne, Ind. Mr. Mce- 
Carthy his training 
at the University of Illinois, 
and previous to 1917 was con- 
nected with E. Baggot Co., Chicago. 


received 


Robert E, Wright 


He enlisted in the 





Air Service during the war, and was assigned to the duty | 


of supervising installation and maintenance of sanitary 
and heating equipment in one of the eastern aviation 
camps. After the termination of his enlistment Mr. Mec- 
Carthy became associated with the Brooklyn branch of 
W. A. Case & Son Mfg. Co., of Buffalo, N. Y., and was 


made director of the plumbing department of this branch. 
Charles M. Bullard, of Appleton, Wis., 
appointed representative in central and northwestern Wis- 
consin for the Uehling Instrument Co., of Paterson, N. J. 
W. B. Russell, a well-known plumbing supply represen- 
tative in the South, has decided to give up this line of 


has just been 


work, and will engage in real estate development in 
Manatee, Fla., where he is erecting eleven cottages and 
ten three-room apartments. 

Dr. John I. Leonard, formerly salesman for the Mott 


Southern Company, has severed his connection with this 
concern, and has opened an office as a practicing physician 


at 514 Chamber of Commerce Building, Atlanta. Dr. 
Leonard came to Atlanta in 1913 as secretary of the 
Atlanta Trade Extension Bureau. 

William McCorkle, manufacturers’ representative at 


1930 Spring street, has been 
with broken 


Philadelphia, with offices at 


confined to his home a few weeks a leg. 
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YICHMOND 


PRODUCT... 
“THE HUSKY BABY” 


(Richmond Adjustable Stand) 


The ideal boiler stand to stock in quantities 
Strong—will support two or three times the 
weight of any range boiler Adjustable 
takes 30 or 40-gallon§ tank Compact 
down for storage and shipment 
Priced low and sells fast. W hat more 
ask for prices. 





could you ask? Jobbers 


RICHMOND 


FOUNDRY & MANUFACTURING CO, 
RICHMOND, VA. 






7 
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KEROSENE HEATER 
WICK BURNER TYPE 


feeaeadene 





r 










An economical. safe, convenient Hot- 
6tream Heater that furnishes constant hot 
water for domestic use, day and night 
Noiseless, smokeless, odorless, no generate 
ing Burns 19 to 30 hours per gallon. 
Wick requires no trimming Sells and 
Batisfies because it’s right. 














Have you our Catalog and Price Sheet 
covering our complete line of popular 


LET’S GO! 
priced heaters? Write today, 
THE HOTSTREAM HEATER COMPANY, Cleveland, Ohio 


“*Makers of Heaters That Heat”’ 
NEW YORK OFFICE: 210 EAST 45TH STREET 


| GEE 


| FITTINGS 
We are so proud of Square 
‘‘Gee’’ fittings that we 
stamp on each one a square 
as a means of instant 
recognition. 













roné Malleableltron 


SQUARE 





THE GRABLER MANUFACTURING CO. 
CLEVELAND, OQ. 








123 Years Old — Founded 1802. 


Range Boilers 


Riveted 
Welded 
Sure-Tite 


(Copper-Brazed) 


Wm. B. Scaife & Sons Co. 


Pittsburgh, Pa. 
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All roads lead to Dayton and the 
Duro Dealers Congress July 27th and 
28th. 


It’ll take only two days of your time 
but oh boy! those two days will be 
crammed full of good things for you. 


There’s going to be something do- 
ing every minute. Lots of sound, 
straight talk of the helpful kind, Lots 
of entertainment— in fact we’ve got 
some thrillers pre- 
pared for you 
something 
decidedly out of 
the ordinary! 


SO COME WE 
WANT YOU. 
You’re going to be 
sorry and so will 
we if YOU miss the 


Duro Congress. 


Write us today 
for complete de- 
tails and make 
a note of the dates 
on your calendar. 





— 


The Duro Pump & 
Manufacturing Co. 
1107 Monument Ave., Dayton, 0. 


Style 300 System -auto- 
mat powerful, carefree 
I or the larger size suburb- 
an and country homes 
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New Trade Literature 


Rockford Brass Works Catalog 

Rockford Brass Works, of Rockford, Ill., is distributing 
t catalog consisting of twenty-six pages 8% by 111%, 
inches in size Compound lever ball cocks, flushing lever 
trip levers, gas service cocks, solder unions, etc., are listed 
and illustrated 

Graver Domestic Water Softener 

A new folder just issued by the Graver Corporation, of 
East Chicago, Ind., describes the Graver Model ‘'C” do 
mestic water softener, for use where soft water is required 
and where ease in operation is paramount. This home 
water softener both softens and filters the water. 

Spraco Air Filters 

Spraco air filters are described in a bulletin just issued 
by Spray Engineering Co., of Boston In addition to in 
formation about the construction and operation of this 
filter, the folder contains data and charts on the subject 
of proportioning air ducts. 

Brunswick-Balke-Collender Co.'s Catalog 

“The Seat of Permanent Service’’ is the title of a 
booklet issued by the Brunswick-Balke-Collender Co., ot 
Chicago. The catalog consists of twelve pages 8 by 11 
inches in size, and contains numerous illustrations of 
various styles of closet seats. 

“Profit Plan for PSJ’s” 

An interesting booklet explaining a profit plan for 
plumbing supply jobbers has just been published under 
the title of “Profit Plan for PSJ's,”’ by the Williams Tool 
Corporation, of Erie, Pa. Methods of selling pipe thread 
ers to the trade are outlined, and suggestions made con 
cerning direct-by-mail advertising to master plumbers, 
and concerning the use of envelope stuffers in letters 
containing invoices. The advantage of displaying a pipe 
threading machine on the floor of the salesroom is also 
pointed out, and many other ways of selling are sug 
gested in this portfolio. 


“The Sanitarian’ 

An interesting little booklet bearing the above title 
has recently been published by the Merchant Plumbers’ 
Association, of Los Angeles, Calif. Selections from ‘The 
Story of the Bath’’ occupy the first pages of the pam 
phlet. Another feature is a chart showing the death 
rate of babies and pointing out the fact that sanitary 
plumbing saves seventeen lives out of each one hundred 
The booklet contains other information which should at 
tract the attention of the home owner, and also gives a 
list of the members of the Los Angeles Merchant Plumb 
ers Association, 

Novelty Boiler Handbook 

Handbook and Catalog No. 78 on Novelty Boilers, is 
sued by the Abram Cox Stove Co., of Philadelphia, is 
the result of a year of research and experimentation on 
the part of this company. The booklet explains in detail 
the Novelty Boiler Selection-Plan, which abandons boiler 
ratings entirely, and offers in place of them a simple 
method for determining the actual amount of net radia 
tion each boiler will carry. In this plan the accepted 
engineering factors used in determining the size of boil 
ers, such as grate surface, heating surface, rate of evapo 
ration, rate of combustion, etc., are co-ordinated. Thi 
plan uses as its basis the size of the chimney flue. Th: 
actual number of square feet of net radiation each boile: 
will take care of at seven different rates of combustior 
is shown. The information contained in the bookl: 
should be of great value to the heating contractor in t} 
selection of the proper sized boiler for his needs. 
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fange Boilers and Storage Tanks 
Catalog B, of the John Trageser Steam Copper Works 
New York City, lists and illustrates range boilers, boiler 
hangers and stands, black steel tanks, pantry sinks 
tion sinks, drainboards, et The correct 
stallation of vertical and horizontal 
diagram. 
How Humphrey Builds Sales 
Humphrey Company, of Kalamazoo, Mich., is distribut 
ing a circular explaining several ways in which the com 
pany helps the contractor to make sales. The folder also 
gives a list of questions often asked by prospective pur 
chasers of hot water heaters 
Pacific Steel Heating Boilers 


“No smoke here—more heat instead!”’ is the heading of 


a circular issued by the General Boilers Company, of 
Waukegan, Ill. The folder contains an illustration show- 
ing an installation of Pacific steel heating boilers 

Chase Metal Works’ Booklet of Ads and Cartoons 

A most interesting booklet of advertisements illus 
trated with clever cartoons has just been published by 
the Chase Brass Works, Waterbury, Conn. The adver 
tisements represent a series which recently appeared in 
the American Metal Market, and the cartoons for each 
advertisement are drawn by Frederick G. Cooper, a car 
toonist of national reputation Instead of the usual 
solemn discussions of the technical side of the manu 


facture of brass, the booklet presents cheery advertising 


messages illustrated with quaint and amusing pictures 
Superheat Engineering Data 
Engineering data which should prove of great value to 


steam power plant engineers and operators is contained 


in a volume entitled ‘“Superheat Engineering Data,’’ just 
published by The Superheater Company, of New York 
City. This book is the sixth revised edition of a hand 
book on the generation and use of superheated steam 


and related subjects. Physical properties of superheated 


| 


and saturated steam, size of steam pipes, weights, capaci 
ties of cylindrical tanks, are some of the subjects treated. 
Many tables are given, among them being: Properties | 
of saturated and superheated steam, table of analysis 
of United States coals, ete. This volume contains 208 
pages, including numerous illustrations and charts, and 
may be obtained for $1.00 from the above-mentioned 
company, 17 East Forty-second street, New York City 
“Practical Steam, Hot Water Heating and Ventilation” 


Under the above title the fifth revised and enlarged 
edition of Alfred G. King’s book on up-to-date heating 


practice has just been published by The Norman W. Hen 
ley Publishing Co., 2 West Forty-fifth street, New York 
City. The author, who is well known to the readers of 
“Domestic Engineering,” has spent more than thirty-five 
years in the heating trade and is a recognized authority. 
Heating standards are constantly changing and methods | 


the last 


discussed 


of installation have been greatly improved in 


years. These changes and improvements are 


in this book and descriptions are given of the new accele- 


rated systems of hot water heating and the 
fied 


modi- 
The 


modern 


systems of steam, vapor and vacuum heating. 


scope of this work is shown by some of the chapter 
headings: Fuels and combustion, air valves, estimating 
radiation, exhaust steam heating, returning condensation 
to the boiler, pressure systems of hot water heating, 
tank-in-basement systems, greenhouse heating, pipe and 
boiler covering, business methods, ventilation, ete. “Prae 


tical Steam, Hot Water Heating and Ventilation,’’ bound 
in cloth, is priced at $4, and it will prove a valuable 
addition to the trade library of every one engaged in 


the heating business. 
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A Short Course 
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The Duro Dealers Congress will be a two- 
day session devoted to better business. 


Over a year ago plans were made to make 
the Congress the most interesting and help- 
ful dealer meeting ever held by one organiza- 
tion. 


We’ll show you how Duro users and Duro 
dealers get real cooperation. 


This year Duro inaugurated the Duro 
Advisory Service. Thousands of prospects 
have taken advantage 
of this new service. 


Every Duro dealer is 
invited to the Con- 
gress. It be a 
short course in water 


will 


system merchandising 
—one that every Duro 
dealer will enjoy and 
be repaid for attend- 
ing 


You’re going to be 
glad you came to Day- 
ton. Remember the 
dates, July 27th and 
28th. 








The Duro Pump & 


Manufacturing Co. 
1107 Monument Ave., Dayton, O. 


Veritank Unit ! 


shallow 


ystem tor 
cisterns, wells 
etc It is 


powerful, efficient 


compact, 
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The New Rundle 
Kitchenette Sink 


This new Rundle-built kitchenette 
sink is both beautiful and practical in 
an unusual degree 

A 42-inch sink, designed for con- 
venience Carefully built, fits the 
wall accurately, makes a neat, first 
class installation. Write for full in 
formation and ask for Catalog J 


RUNDLE MFG. CO. 
Milwaukee, Wis. 



































Better Than Just Good Enough 


Te sill cock pictured above is a con 
crete example of the McRae & Roberts 
idea of making even the most ordinary 
types of cocks better than just good 
enough 

Made of virgin metal and in weight 
more than amply strong for every con 
dition or service 

By simply removing the screw holding the 
handle, the cock becomes a loose key type 


ur yob would clad quotes on and furnish you 
h MOR Products becaust he knows they are depend able 


‘me MERAE & ROBERTS CO.., 


DETROIT MICHIGAN 
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Perkins Wall Hanger 
Homer C. Perkins Co., of Boston, is distributing a wall 
hanger illustrated with a diagram showing the Parker 
System of installing radiators lower than the boiler 
Hotstream Heaters 
The Hotstream Heater Co., of Cleveland, Ohio, is dis 
tributing its Catalog No. 25 describing its hot water 
heaters. Various types of heaters, with single, double 
or triple coil, are shown by cross section views. <A kero- 
sene water heater for suburban and country homes, 
Hotstream generators, regulators, burners, etc., are also 
listed This catalog consists of sixteen pages, 8% by 


105 inches in size 


A Paper-Weight for Heating Men 
The Kewanee Boiler Company, Kewanee, Ill., has just 
prepared for distribution an unusual type of paperweight. 
This attractive novelty is an exact reproduction of this 
company's boiler, even to the correct reproduction of the 
rivets. Finished in gilt and black, with a _ protective 
cushion, this paperweight is both novel and useful. 

















June 24, 1905 
Crane Co., of Chicago, will move its general offices and 
w office building at 519 South 


sales departments to its ne 
Canal street on or about June 24. The present location 
of the general offices has been used since 1864, and a 
branch of the city sales department will be continued at 
the old address 

1905 - 
O. Nelson Mfg. ( held its fifteenth annual out 
ing on June 17. Seven hundred of the company's em 
ployes, customers and friends gathered at the Union Sta 
tion in St. Louis and were taken on board a special train 
to LeClaire, the Nelson settlement {t LeClaire the 
visitors were met by a band. Those who desired to visit 
the factories were invited to do SO, while the others wer 
entertained by a band concert. After an address by N 
O. Nelson the party marched to the picnic grounds where 
1 roast ox and other refreshments awaited them, 

_ 1905 

Chicago members of the American Society of Heating 
and Ventilating Engineers are making preparations for 
the entertainment of delegates to the Society’s summer 
meeting which will be held in Chicago July 7 and 8. A 
feature of the entertainment planned for visiting delegates 
will be a carriage ride through the South Parks 

—1905 a 
The Massachusetts Association of Inspectors of Plumb 
ing held its annual meeting in Worcester June 14. 
1905—— 

In a decision just rendered at New York the Court of 
Appeals holds that it is not necessary for each member 
of a firm in the plumbing business to be registered and 
licensed as a master plumber. 

een 995 ——— 


The Sanitary Club, of South Bend, Ind., has been or 


ganized by master plumbers and steam and hot water 


fitters. 
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CHICAGO 
There has been no significant change in plumbing and 


heating markets in the last week. Business seems to have 


reached a level by now that represents a good volume of 
maintain 
of 
monthly 


that a 


hands and is 
the 


weekly 


distribution into master plumbers’ 
There 


concerns, 


fluctuations in business 
the 


generally 


ing that level 


individual 


but when or 


averages are computed, it is disclosed 


food business was done. 


Prices have not changed this week, though there are 


many reports of shading among the jobbers. Contractors 
interviewed continue to lack confidence in the market, gen- 
be offered if 
they shop around enough. Manufacturers’ prices, with a few 


erally feeling that there are concessions to 


exceptions, seem to be firming; and it is logical to be 
lieve that concessions in quotations have succeeded by 
now in disposing of over-heavy stocks and that, with 


supply more evenly adjusted to demand, stability in prices 
will soon be a fact. 

Business this year has taken an entirely different course 
than it did last If a the 
trend of demand for most show 
the dips that last 
1924 
that jobbers were sold up by the first of April, at 


year. line were charted to show 
would 
The 


business, so 


commodities it not 


year’s line showed. first three 


months of saw some very good good 


which 
time demand on the manufacturers took a decided slump, 


not to recover to any extent until the latter part of the 
summer. This year, however, demand has been steadier, 
and what was lost the first three months of 1925 in 
comparison to the same period of last year has been more 
than made up in the second three months 

The problem this year has been one of adjustment to 
conditions, and many did not meet this problem as well 
as they might have Recognition of the fact that buying 
was going to be of the hand-to-mouth variety, at least 
for awhile, was not accepted by many manufacturers, 


with the result that an over-supply of goods caused much 
of the 
heating 


through which plumbing and 


that 


unstable situation 


have been going Sut condition, by now, 





is largely righted, and it is hoped that the balance of 
the vear can absorb any mistakes made during the first 
six months. 
Soil Pipe 

It was said during the last few days that one gue is 
as good as another as to the next development in soil 
pipe. At the time of going to press, the uncertain condi 
tion still existed of one large interest at a market level 
Which others were not meeting At the time of the 
change in prices, reports were indicating that a pick-up 
in buying was near, jobbers’ stocks being steadily reduced 
by the growing demand from the master plumber With 
the exception of those who are taking business at the 
low price, however, foundries report that buying has come 
practically to a standstill Wholesalers are moving cau 
tiously, some having issued resale prices in line with the 
foundry decline and others still waiting for their connec: 
tions’ next move In the meantime, the master plumber's 
actual needs are accounting for a good movement from 
jobbers’ stocks, which are adequate to fill orders that 
are being placed 

Steel Pipe 

teports from mills continue to indicate a steady receipt 
of orders for small lots, marked for quick shipment, the 
total volume of which is said to be satisfactory from the 
viewpoint of producers. Chicago jobbers are maintaining 
good working stocks and turning over a substantial ton 
nage regularly, though competition is bringing out price 
concessions in some reported cases Deliveries from mills 
are satisfactorily prompt, there being no indication of 
supply falling below requirements Mill prices remain 
firm and unchanged 

Wrought Tron Pipe 

One large maker states that the flurry of orders and 
inquiries of a few weeks back seems to have settled down 
again to a rather quiet demand Jobbers are not carrying 
heavy stocks, but seem to be able to meet calls for thi 


The 


situation is such that orders for small lots can be 


commodity with satisfactory promptness 


attende 


delivery 


to at once from mills, and prices are firm and unchanged 
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ment 


Demand for plumbing goods, in general, seems to 
have reached good proportions, and, though the busi 


ness of individual master plumbers, jobbers and 


manufacturers reveals slight fluctuations from week 


to week, the industry, as a whole, reflects a move 


of supplies in line with the country’s building 
program, Heating contractors are reaching the sea- 
son in which manufacturers of boilers and radiation 


hegin to receive releases against orders. 


There has been no change in prices during the last 





Plumbing in Line with General Building Program 


week, and, with the exception of soil pipe, quota 
tions from manufacturers represent. firming price 

Resale prices from the jobber are close and ar 
marked by concessions in many cases. Contract work 


is marked by keen competition and is being let at 
figures that represent a considerable spread from the 
high bids on the same work. Jobbers are not carry 


° a ate ] 
ing heavy stocks, but are maintaining them at suitable 


working levels to meet the calls of the trade in satis 


factory time. 
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Knameled Ware 


Demand on manufacturers of enameled ware seems to 


with some slight fluctua- 
that 


according to one 


have reached a good level, and, 
week, is 


Orders are 


holding at level satis- 
divided, 


for immediate delivery and 


tions from week to 


factorily evenly 


report, between specifications 


90 days ahead 


specifications spaced for shipment as far as 
Demand from the master plumber is assuming good pro- 
satis- 
indications are that 
little ahead of 


reported on 


portions as well Deliveries can still be made in 


factory time from factories, but 


beginning to run a 
delay 


business placed is 


shipment with an occasional some 


orders Makers’ prices remain firm and unchanged 
Pottery 
Several representative jobbers report that they are 


moving a good volume of pottery, and two makers’ state 
ments that demand on them has been increasing recently 
are evidence that wholesalers feel more confident and are 


willing to commit themselves for immediate and some 


maker said that if business continued 
weeks, he 
Prices 


future need One 


as it has for the last few anticipated a slowing 


down in shipments have firmed considerably, 


with no change reported 


Range Boilers 


The feeling among jobbers that range boiler prices are 


stationary for a while is reflected in the business being 


done by manufacturers’ representatives in Chicago suy 
ing still follows actual needs, and, while there are reports 
that some jobbers have covered for well into the future, 
time is 
that his 


sales of range boilers have changed decidedly in the last 


the movement of range boilers at the present 


somewhat slow One large jobber’s statement 


year or two, orders from master plumbers now being for 
fifty 
indicates the trend, mentioned in these 


only a few at a time where they used to call for 
and one hundred 


columns before, to the combination heaters 


Plumbers’ Brass Goods 
Demand for plumbers’ brass goods shows no important 
both 


orders for small lots seem to be 


change, manufacturers of tubular and cast brass 


products reporting that 
the rule, with considerable variation in the reports as 
to the frequency with which these orders are 


Demand from the 


being placed 
master plumber follows the demand for 


enameled ware, many contractors ordering their fixtures 


orders for items of 


light, 


completely trimmed, while separate 


brass goods are running according to several re 


ports from jobbers. The price situation in brass goods is 


improving, quotations from manufacturers representing a 


fairly firm market 
Boilers and Radiators 
While demand for heating equipment has not opened 
up the way some manufacturers expect it to by July, 


there is a good number of inquiries and orders for later 


delivery, with specifications in many cases beginning to 


apply now There seems to be no doubt among makers 


that they are going to have a good business Deliveries 


are being made promptly where required, and prices have 


NEW YORK 
still is the 
both the contractor and 


not changed 


Caution in 
York 
In several 


New 
the jobber. 


buying tendency in the 


district, from 


lines, manufacturers report a slower demand 


than was the case a week ago. Price conditions continue 


about the same as they were, with no changes in sheets 


reported. 
Soil Pipe 

The spotty conditions in the soil pipe market continue, 

due to the two levels being maintained. 


price Those 
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foundries having the lower base are now practicalls 


unanimous in reporting a good volume of specification 


most orders being placed for immediate or early delivery 


Steel Pipe 
The month of June has been in general a better mont! 
than May for those who deal in steel pipe. The con 


from the jobber, and 
Mill prices 


tractor has taken a larger amount 
he in turn has helped swell the mill tonnage. 
continue firm Jobbers’ figures vary. 

Wrought Iron Pipe 
Neither wholesalers nor 


much wrought iron pipe as they were a month ago. Job 


manufacturers are selling a 


and the lack of demand 
Manu 


bers’ stocks are fairly complete, 
on them is reflected in their orders from the mills 


facturers’ prices are holding the same level. 


Enameled Ware 


Spotty conditions are noted in this commodity among 


the makers, one large concern reporting a good demand 


another big company stating business was slow, while 


one smaller factory is working nights in order to speed 
up production. Jobbers appear to be doing a fair volume 
and such orders as they place are as a rule for immediaté 


delivery. Makers’ prices are firm and unchanged. 
Pottery 

Although master plumbers appear to be 

deal of 


caused the 


good 
demand has not as yet 


using a 
pottery, the resulting 


jobber to cover his needs by big orders to 
Jobbers’ stocks appear in the main to be 
that is likely to be 


that buying is slow 


the potteries 
large enough to cover any demand 
made upon them, and makers report 


Range Boilers 


Manufacturers report that some jobbers are placing 
orders for future deliveries, but that demand, slowed 
down by the recent decline in prices, is not good. Demand 
upon the jobber is slow as well. Both manufacturers’ 
and jobbers’ prices have firmed fairly well at the new 
level 


Plumbers’ Brass Goods 
Prices, both from the manufacturer and the wholesaler, 
continue to vary, those concerns making or handling the 
higher priced articles reporting the least demand. 
Boilers and Radiators 
An optimistic tone prevails among those handling thi 
commodity. Demand, while not excessive, is steady, and 


prices generally are firm. Stocks are good. 


PHILADELPHIA 


The optimistic leaning last reported, though mild. seem 
to continue, and the opinion 
and 


has been expressed by sev 
that the half 
to come may be expected to bring a satisfactory volum: 


eral manufacturers wholesalers year 


of business to practically all concerned in the plumbins 


and heating industry. 


As far as the half year just past is concerned, whil: 


hardly any line has been receiving business in larg: 


amounts, the aggregate of small orders which have bee! 
placed from time to time, in many instances, has mounted 
to a rather impressive total. 

Considerable building continues, particularly rows ©! 
small houses, and leading authorities seem to agree th 
little 


larger projects, at 


only a more confidence is required to put mat 


present on the drafting table, in t 


course of actual construction. 


that the of buy 
often, in required, has 
over carrying slack 
manufacturers are adjusting their schedules to meet 
steadier demand resulting. 


Many jobbers are finding policy 


quantities, as advantag 


stocks 


small 


enormous over periods 
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Soil Pipe 
Soil pipe requirements from the master plumber remain 
rather light Prices are at a low level Foundries are 
able to make prompt deliveries. 
Steel Pipe 
Conflicting reports from makers continue, some enjoy 
ing a fair demand, while others are receiving compara- 
tively little business Prices from mills are firm, from 
jobbers, spotty Good shipments apply. 
Wrought Tron Pipe 
Makers report a slightly better attitude on the buyers’ 
part, and demand, which has been low for several months, 
gives indications of increasing shortly. Mill prices remain 
firm and unchanged, although jobbers continue to shade 
Shipments are prompt. 
Knameled Ware 
Manufacturers continue to enjoy the good volume which 
has been in effect for some time Makers’ prices are un 
changed. Jobbers’ prices remain weak. Shipments on 
most items are reasonably prompt. 
Pottery 
Potters’ prices are generally firm. Manufacturers gen 
erally report satisfactory demand With one exception, 
all makers are able to ship promptly. 
Range Boilers 
Demand remains rather slack. Prices seem once more 
steady. Prompt deliveries are possible from all makers 
Plumbers’ Brass Goods 
Tubular goods are still characterized by slow demand 
and unstable prices, both from maker and jobber. Cast 
brass, in some cases, seems to be in a bit better shape, 
from the standpoint of volume. Manufacturers report 
ability to make prompt deliveries. 
Boilers and Radiators 
While demand is not large, all makers are receiving 
some business, and many express themselves as hopeful 
for the balance of the year. Prices remain firm, and 


shipments good. 


NEW ENGLAND 


Although business continues to show an improved 
strength in so far as actual movement of material is con- 
cerned, it is stated most positively by many of the jobbers 
that the margin of profit is unusually small and in some 
instances practically nothing While rumors of sharp 
price cutting still continue, it is said that there are 
indications of a betterment in conditions but that the 
practice has not ceased. 

Conditions in this territory could be vastly improved 
but in the meantime, manufacturers, jobbers and the 
trade are making the best of what they find and are 
watching for the break, buying as requirements demand 
and trying to bring to firm life the small spark of con- 
fidence that is beginning to show. 

Soil Pipe 

A fairly good movement of this commodity is taking 
place. Jobbers have had a steady demand for lots ranging 
from small to large but practically all for specified work 
rather than for stocks This has resulted in the entry 
of a good volume of new business with manufacturers all 
at protected prices. Foundries are rather quiet and have 
volume on hand to fill all orders promptly. 

Steel Pipe 

Prices are firm. Demand on the jobber by the plumb- 
ing and heating trades is moving a good quantity of 
material for quick use but there is little advance buying. 
Jobbers’ stocks are being maintained at good levels by 
small replenishing orders and mills are still working at 
from 60 to 80 per cent capacity. 





ENGIN] 


KRING 





“JUDELMAR’”’ 


Basin Fixture 





Temperate water-fixture for 
less money than the old way 
of buying a pair of faucets 
and separate pop up waste. 


JUDELMAR made with re- 
newable seat valves and non- 
rising stems. 





Milwaukee Flush Valve Co. 
MILWAUKEE, WIS. 
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THE MINERVA 





Crile? States Sanitary Mg Co. 


PITTSBURGH, PA. 























Here It Is! 





An elbow which is almost human 
in the automatic precision with | 
which it operates. Traps the con 
densation, making a perfect water 
seal, and prevents the vapor from 
short circuiting into the return 
main. The 


“OQ-E” Perfect Ball-Check 
Water Seal Union Elbow 
with Adjustable Air Vent. 


Mechanically perfect. Extra heavy, 
sand blasted and heavily nickel 
plated, with specially ground Semi 
Ball Joints. Adjustable stops are | 
also made with various size vents 
for close regulation or straight vapor 


work, eee 
Let us tell you how this elbow 
and two other simple fittings 
provide the world’s finest heat- 
ing system. Send for Bulletin 
“A”? 


ee 
O-E Specialty Mfg. Co. | 

10 Keefe Avenue 
MILWAUKEE WISCONSIN | 


















Removable 
porcelain index 


Bell metal balls 
o~ ~~ . “na pep b pene 
te by lift or side turn 
de . of handle 


Smooth surfaces 

No sharp corners Cloth inserted 
Combined packing rubber packing 
gland and spring washer 

guide 


Shoulder Stop 
limiting lift of 
Stem 










300 Ibs. pressure 
resisting special 
bronze spring carrying 
a 200 Ibs. working 
guarantee 






Removable seat 






Faultless” seat 
Gise washer 


ATER shortage is due, not so much to 

lack of water, as waste of water. The 
real cure, therefore, for this water shortage is 
the installation of fixtures that really conserve 
and economize on water. 


The RYCO, Ball Bearing, Self-Closing, Basin 
Cock is one of the most important fixtures for 
preventing this waste. On this score alone it 
is the fixture you should recommend. Its many 
other good features make it the kind of a fix- 
ture you can be proud to sell and install. 


i883 CUI. IC RYAN & CO. 1925 


Monroe & Jefferson Streets, Chicago 





Mention Domestic ENGINEERING when writing advertisers. 
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Wrought Iron Pipe 

A good steady movement out of stocks of both jobber 
and manufacturer. Prices have not changed. Mills are 


satisfied with conditions in this commodity and are mov- 
ing practically their normal quota 
Enameled Ware 
Conditions are reported as good. Jobbers are moving 


a good volume and are entering orders not only for im- 


mediate shipment but for slightly in advance of actual 
demand. Prices are unchanged and fairly firm Manu- 
facturers are shipping promptly showing that they have 
good stocks. 
Plumbers’ Brass Goods 

Statements as to conditions vary from good to fair 
Prices being quoted also show a variation Demand by 
the jobber is fairly steady but for small lots, this being 
the same on both cast and tubular goods. Manufacturers 
are carrying good stocks and are filling all orders with 
promptness. Price cutting in this line is still evident 


and covering the customer for a long advance period a 


low prices seems to be the rule. 
Pottery 


A good movement is the general story in this line 


Jobbers are finding a good demand which is reducing 
stocks to such an extent that new buying is necessary 
Prices are fairly firm and on a better plane than for 
some time past. Potteries report good business being 
entered for future delivery. 
Range Boilers 

Sales by jobbers are fairly good. Stocks in hands of 

jobbers are ample as a rule to care for all business 


entered. The drop in prices announced during the week 
has not been the cause of many new orders being placed 
Boilers and Radiators 
Prices are unchanged. Business is said to be good both 
for immediate use and for future Manufac- 
turers and jobbers are carrying well assorted stocks and 
immediate demand is being taken care of promptly. 


PACIFIC COAST 


Business on the marking 
Building permits are in good volume and bank clearings, 
as a rule, show a steady increase; but the plumbing and 
heating industries as a whole do not seem to be keeping 
pace with the above movements. 

During the past few years the number of distributors 
in plumbing materials on the Coast has greatly increased; 
in fact, there seem distributors than the 
normal growth of this warrants. While the 
gross volume of business done on the Coast is good, the 
average volume of each is only fair. 

Jobbers’ prices to the trade are again soft in some of 
the Coast jobbing centers. 

Soil Pipe 

There is no noticeable change in the demand for soil 
pipe which continues fair. suying by all concerned is 
for actual requirements only. Most distributors have 
ample stocks and also a fair tonnage enroute from foun- 
dries. 


delivery. 


Coast seems to be time. 


to be more 


business 


Steel Pipe 

Steel pipe is moving fairly well. Most distributors have 
ample stocks to meet present requirements and very little 
difficulty if any is experienced in obtaining prompt deliv- 
eries from the mills. 

Enameled Ware 

There is a fair demand for enameled ware, which 
jobbers have no difficulty in supplying from their stocks. 
Jobbers, however, are allowing these stocks to fall to a 
minimum and are depending more and more on manufac- 
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ILLINOIS 


HEATING SYSTEMS 





make warm friends— 
they have been doing 
it for 25 years. 





Rapid and positive 
steam circulation— 
noiselessness—easy 
control—fuel econ- 
omy. These are dis- 
tinctive advantages of 


ILLINOIS SYSTEMS. 



















—— 
| Illinois Thermo 
Radiator Trap ; ; 
| Our Engineering De- 


The Original Vertical * 
partment is at your 


Seat Trap 
Dirt Proof—-Positive 
Action-—-Long Life 


Write for Bulletin 21 


ILLINOIS ENGINEERING COMPANY 
Robert L. Gifford, Pres. Incorporated 1900 
Branches and Representatives in 40 Cities 


CHICAGO 


service. 








Advance Ideal 


Automatic 
Cellar Drainer 


Mechanically perfect in design 
and construction, it can be de 
pended upon to give unfailing 
service. Valves will not stick or 
bind and require no grinding 
they are always tight; the seat 
being of rubber. Valves are either 
wide open or tightly closed. Center 
locks prevent binding. Made in a 
200 to 300 and a 400 to 600 gallon 
per hour size. Capacity depends 
upon pressure. Made cither auto 
matic or non-automatic as you 
desire. Ask your jobber or write 
us. Complete catalog 
request. 


sent On 


Patented 


J. A. ZURN MEG. CO. 


Manufacturers of a complete line of plumbing 
specialties in cast tron and brass 


ERIE - - - PENNA. 


Warehouse: 1624 S. Clark St., Chicago, III. 


BRANCH OFFICES: New York, Philadelphia, Pittsburgh, 
Los Angeles, San Francisco, Seattle, Portland, Montgomery, Ala 


Our comphte tine of 
plumbing pectolt 
wtll he found on pages 
1020 to )2 ‘ 
Domestic Engineering 
Catalog Directory 
Made in 
only, etther 
without Back 
Valve 


?.ineh 2 
wtth or 
Water 
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Water Heaters 




















| 

| 

| 

| They are easy and profitable to ~—- 
sell because owners like the “fire fZ23 
brick ring’’ which keeps the fire a) 
alive. 

| 


Weil-MLain Company 


Chicago, Illinois 
228 


Manufacturing Division 
Michigan City, Indiane 









Pe | 
You Can’t Beat The 
SQUARE BOSTON GREASE TRAP 


Only ten inches in height, it 
can be easily installed under 
kitchen 
efficient 
our famous Round Boston 
Send for catalog 


omplete line 


sinks and is just as 


and easy to clean as 


Grease Trap 


showing 


wTs"s"s"a"s"a"a"s"a"a"s"a"s"s"s"s"s"s"s' 
R. Estabrook’s Sons 


Ist and C Streets 
SOUTH BOSTON - MASS. 








Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply 


Water Closets for every type or class of 
service. 


Frost Proof Closets. Direct flush 
or after flushing. 





Write for catalog. 


Philip Haas Co., Dayton, O. 








BOILER SE-MENT-OL 


Repairs - Cleans 
Protects 


: Cast Iron and Steel Heating 
Boilers 


REDUCE YOUR COST 


LIST PRICE 




















1 Quart $ 4.00 each 
4 Gallon 7.50 each 
iGallon 14.00 each 





Ask your jobber for the discount 


The Northwestern Chemical Co. 


MARIETTA, OHIO 
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turers’ warehouses and Coast factories, either of whi 
can supply practically all patterns immediately. 
Pottery 
Demand for pottery continues fair. Jobbers’ stocks 


rule are ample and prompt shipment can be obtain 


from potteries on practically all items 
Plumbers’ Brass Goods 


this whole continue 


Jobbers’ stocks are ample to take care of present requir 


Sales of commodity as a Zoo! 


ments Prompt shipment can be obtained on practical 


all items from either Coast or eastern factories. 


Range Boilers 


The recent decline in the price of range boilers has n 
helped the this but 
the trade as a rather purchasing, ex 


demand for commodity, has ma 


whole, cautious in 


cept for immediate requirements. 


The Metal Market 


Avera 


erage 





June \ £ Vera 
23 May,1925 Mar., 1924 1924 
PIG TRON 
N Foundry, Chicago 
furnace $20.00 $21.25 $24.00 $22 
PLATES ANDSHEETS 
Steel boiler plates, Pitts 
burgh, per Ib 1.90¢ 2.0e 2.05¢e 2.14 
Blue annealed heets, 
Pittsbure} r ll 2.45 2.65. 
Bla sheet Pittsburgh 
per Ib ; 106 3.25¢ 3.45e 
Galvanized sheets, Pitt 
burgh, per Ib 1.20¢ 4.35¢ 1.700 { 
TIN 

Strait tin Hc 
COPPER 

Prime Lake, f. o. b. re 

iinery 13 7K 
i tro de i] l « 
LRAD 
(Chicago ; 8.05¢ 
The Old Metal Market 
Dealers’ Buying Prices 
Per lb. Per lb 
Aluminum clippings....16 e ‘opper, light — ; as 
Block tin . ; vinwna Copper, uncrucibled 
Brass, light 53%4c i, eee ee ae wie Me 
Brass, heavy mixed.... 6%c Fauceis and valves.. ( 
Itrass, red — 8 c Lead, heavy ... - ran 
‘opper, crucible 1014¢ Solder joints aicoe ‘ 

NOTE Prices are those quoted on Tuesday of this weel 

The Valley Plumbing and Sheet Metal Works of Mer 
ced, Calif., have been remodeling and enlarging their 
plant, installing power equipment. 

Plans are in progress for an administration building 
for the Academy of Incarnate Word and Blessed Sacra 
ment, Brownsville, Texas. The approximate cost will be 
$300,000. 

Contract has been awarded to A. D. Gates, Chemical 


$870,000 
The build 
stories and basement. 
City, 


building, St. for the construction of an 


apartment building, to contain fifty-two suites. 


Louis, 


ing will consist of fourteen 


Plans are under way in Charles Iowa, for the 


construction of a new municipal swimming pool. 
A drive has been completed for a new $100,000 country 
club at Ft. Smith, Ark., 18-hole golf 


lake, a swimming pool, courts and an 


with an course, a 


tennis outdoor 


pavilion. 


CONVENTION DATES 
The fall meeting of the Nat 
Cleveland, Ohi 

September 15, 16, 17 and 18, 1925.—The 
of American Society of Sanitary Engineering, 


September 9 and 10, 1925. 
Association of Brass Manufacturers, in 
annual conve! 
at Decatur, 





en” Gee eee 








Quarterly Meeting of Utah Sanitary and The association went on record as favoring National 


Director Albert J. Wilson as the next vice-president of the 


Heating Engineers 


National Association of Master Plumbers 


That considerable progress in association work has The convention opened at 10:30 a. m. with President 
been made in Utah since the March meeting of the Utah Ambrose H. Higham in the chair. The association voted 
State Association of Sanitary and Heating Engineers was favorably on the applications for membership of John 
shown by the reports of committees and delegates at the jogan, Bingham; Leland Holdeway, Heber City, and J 
regular quarterly convention of that body, held at Salt I. Mahe, proprietor of the Price Plumbing Company, Price 
Lake City, June 9. Edward Woods, Ogden, a member of the board of 

The organization committee has visited the principal governors, outlined the work being accomplished there 
towns of the state and talked to outside representatives The officers of the new Ogden Association of Master 
of the trade. Three new members joined and a number Plumbers are: Charles Halverson, president; William 
of others are considered favorable prospects. At Ogden, Offerman, vice-president; Milton Bachman, secretary. The 
a new local has been formed, containing a large majority hoard of governors, in addition to Mr. Offerman and Mr 
of the masters. Although that association has not yet Halverson, includes A. Wharton, K. Bachman and H 
joined the state organization it is expected that it will ©. Sandberg. 
soon become a member. The Provo local has increased Fred F. Lecuyer, Jr., Salt Lake City, made the report 
its membership so that it now contains all of the mem of the organization committee. President A. E. Buckley, 
bers of the trade in that city. The Salt Lake organiza- of the Provo Master Plumbers’ Association, spoke on the 
tion, which includes the leadin; firms of that city, has accomplishments of that organization. 
been conducting an effective ad  rtising campaign that is William A. Bywater, president of the Salt Lake City 
having a beneficial effect througnout the state. Association of Sanitary and Heating Engineers, urged 

Further co-operation through the forming of county greater co-operation on the part of the members of the 
associations was discussed. It was‘suggested that through eraft. Co-operation is the only method by which the 
county organizations the city masters could meet fre trade can rise to high standards and eliminate abuses, 
quently with those of the adjoining territory and accom- said the speaker. 


- Eames la 





Rit 
chal 
Members and guests at the quarterly convention of the Utah State Association of Sanitary and Heating Engineers, held 
at Salt Lake City, June 9 


plish a great deal toward the upbuilding of the trade. Frank G. Carthey, national director of Salt Lake City, 
Another suggestion was that the board of governors of and a member of the board of governors of the state 
the various locals hold joint meetings. No definite action association, presided at the banquet held at noon at the 
vas taken by the association, the general opinion being Commercial Club. The banquet was given by the Salt 
hat each local could take the necessary steps toward Lake City organization. 

ffecting such organizations if it so desired. “Co-operation is essential if an industry is going to 
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make a fair profit for its work,’”’ said John Midgley, who 
active member of one of the early-day associa- 
tions of Salt Lake City Mr. Midgley pointed out that all 
of the great industries are organized, and that this is 
essential to raise the work to a high standard, eliminate 
benefits to the trade 


was an 


incompetency, and give the greatest 


and the public 

“One of the most encouraging recent facts was the 
decision of the United States Supreme court in favor of 
trade association declared Ray Pettit, manager of the 


Mountain States Supply Company 
“The held that 
and fairly gather and disseminate information about their 


court trade associations which openly 


product, approximate cost of transportation from principal 


point of shipment to the points of consumption, and other 


trade information, without reaching or attempting to 


reach any agreement or concerted action with respect to 


prices, production, or restraining competition, do not 


engage in any un!tawful practic: The trade sociation 


can now function in a reasonable manner without making 
itself 


Other 


Sherman anti-trust law.”’ 
Bachle 


liable for violation of the 


included Leo manager of the 


spe akers 





Association of Sanitary and Heat- 
Frank G,. 


Officers of the Ltah State 
ing Engineers.—VFront row, left to right: 
member of the of governors National 
Peter P. Erskine, trensurer; Ambrose H. Higham, president; 
Alex Mortensen, vice-president; John W. Dudley, secretary.— 
Woods, members of the 
of the board of 


Carthey, 


board and director; 


Rear row: E. 0. Moe and Edward 
board of governors.—Roy Spencer, a member 


governors, was absent on account of sickness 


Nelson Mfg. Company, 
association Heber Aldus 
Lake City branch of Crane 


Salt Lake City branch of the N. O 
who urged frequent meetings; 


assistant manager of the Salt 


Co.; William Bywater, who spoke on the success of the 
Salt Lake City Association; Morgan Lott, Lehi; W. ©€ 
Burnham, Brigham City; Edward Woods, Ogden, and 


Henry G. Blumenthal, Provo 

At the afternoon session a 
the annual 
of sympathy 
Roy Spencer, a 
the Utah State Association, was passed. 


motion was passed raising 


dues from seven to nine dollars A motion 


appreciation for the past services of 
board of 


Mr. Spencer has 


and 
member of the governors of 


been confined to his home for a number of weeks on 


account of 
The need for 
boards was discussed 


sickness. 


technically trained men on the school 
It was pointed out that the boards, 
little of 
of work installed 
The convention unanimously 


installed in 


as now constituted, know construction or 
sanitation and that the 
entirely upon the architect. 


that 


very 


class depends 


agreed only first-class work should be 
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the schools, and that the masters should exert the 
greatest influence along this line. Messrs. Burnham, Mal 
and Bywater took leading parts in the discussion. 

The for continuous and favorable publici! 
was also discussed. The advertisements of the Salt Lal 
were considered excellent as a means 


necessity 


City association 
telling the public what it should know about the industr 
fixtures and workmanship only is advocat: 
and all work done by the members of th 
association is guaranteed by the organization. 

The convention adjourned late in the afternoon. T! 
board of governors, which is Presider 
Higham, Frank G. Carthey, Roy Spencer, E. O. Moe, and 
Edward Woods, near future to determin 


the date and place of the next 


First-class 
in these, 
composed of 


will meet in the 
convention 


MINNESOTA DISTRICT ASSOCIATION MEETS 


Master Plumbers of Blue Earth, Fairmont, Medelia, 
Winthrop, St. Peter, Lamberton, Springfield, New Ulm 
and Mankato, Minn., recently met in the latter city at a 
district meeting of the Minnesota Retail Plumbers’ Asso 


ciation, and discussed questions affecting the industry. 


PLUMBERS’ ASSOCIATION NAMES 
OFFICERS 

meeting of the Duluth, Minn., Retail Plumb 

Guy 


DULUTH RETAIL 


At a recent 
ers’ Association the following officers were elected: 
Robie, 21 First George Kreager, 
113 East Fourth street, vice-president; S. B. Suydam, 12: 


7 East street, president; 





Commonwealth avenue, secretary; John Keenan, 5934 
Grand avenue, treasurer. F, D. Sturm, R. W. Meierhoff 
and Louis Junker and the officers form the board of 


directors. 


N. ¥. NORTH SHORE ASSOCIATION ELECTS OFFICERS 

At a recent meeting of the newly organized North Shore 
Association of Master Plumbers, held in Smithtown, L. L., 
N. Y., organization was completed, and twelve new mem- 
bers were added to the roster. 


elected: D. S. 


After a business meeting 
Tuthill, of 
Thomson, of Huntington, 
of Stony Brook, recording 


the following officers were 


Huntington, president; J. B. F. 
vice-president; Philip Stroh, Jr., 
L. Haff, of Northport, treasurer, and Herman 


Station, sergeant-at-arms. 


secretary; J. 
Entholdt, of Huntington 


LECTURE DATES OF THE NATIONAL TRADE 
EXTENSION BUREAU 


The following lecture dates have just been announced 
by the National Trade Extension Bureau: 

Col. W. G. Archer: July 1, Fort Wayne, Ind.; July 13. 
Danville, Ill.; July 15, Peoria, Ill. 

Victor L July 1-2, Omaha, Nebr.; July 3, Lin 
coln, Nebr.: July 6-7, Moline, Ill.; July 8-9, 
Ill.; July 10-11, Bloomington, Ill. 
Sacramento, 


Peavy: 


Galesburg 


Thomas Dugan: July 2, Calif.; July 6, 
Los Angeles, Calif.; July 8, Oakland, Calif.; July 13, Salt 
Lake City, Utah, or Colo.; July 15, Pueblo, Colo 
or Denver, Colo. 


Denver, 


DAYTON, O., ASSOCIATION HOLDS ANNUAL PICNK 


The annual family picnic of the Dayton, Ohio, Asso- 
ciation of Master Plumbers was held June 24 at Rest 
Haven Park on Xenia Pike, just outside that city. Eight 


marked the beginning of the festivities, and it was 
Many 


everybody 


a. Mm. 
were C 


expressed 


they ended. surprises 


outing, 


midnight before 


features of the and 
gratitude to the committee in charge for preparing s! 


excellent entertainment. 





sbi 
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Floor and Ceilin gPlate,-- 














ERE are the B & C candidates for Floor and Ceil- 
ing Plate honors, and whether you favor No. 10 
or No. 20, you can’t go wrong. No. 10 is a product of 
evolution and by perfect adaptation to the require- 
mentsof its use, it holds its place as the standard Plate. 


Frankly,No.20is an imitation of the No. 10, but an imita- 
tion wrought from years of Plate experience into a prod- 
uct worthy to take its place behind the No. 10 at a price 
inducement that is tempting on competitive work. 


The Beaton & Corbin | M Mfg.Co. 


SOUTHINGTON, 
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COMPARTMENTS 


“ENTERPRISE” 
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That’s Right! 


Enterprise Brass Goods are made right 
look right, work right -and best of all 
are priced low enough to make their use a 
real economy. They are brass goods that 
you can recommend without a _ single 
reservation. Writes for a copy of Catalog 
‘‘B’’ showing an Enterprise Basin, Bath 
and Sink Cock suitable for every job. 


The stock units of Weisteel Compartments en 
able you to select a combination of sizes which will 
meet the requirements of any type of partition for 
toilets, showers, closets or dressing-rooms. Nocut 
ting or fitting is required and the job can be done 
by ordinary workmen in the minimum of time. 
Write our nearest office for complete information. 


Henry Weis Manufacturing Co. 
Main Office and Factory: ATCHISON, KANS. 
Chicago, 105 W. Monroe St. New York, 110 W. 34th St. 
Boston, 8 Beacon St. Los Angeles, 616 S. Utah St. 


Sold Through Jobbers Only 


ENTERPRISE BRASS WORKS 
Muskegon - - Michigan 
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Mention Domestic ENGINEERING when writing advertisers. 














RADIATO OR HANGER 


sys eos yp 





HE only hanger adjustable for 


an heigh tof t A style 


ers with and withe baseboard 





Write for ALL the advan ages 


HEALY-RUFF CO. 


770 Hampden Ave. 
ST. PAUL 33 MINN 





UNCONDITIONALLY GUARANTEED 


» ARROW ~ 


TRADE MARK 


rmaman 
ANKZP- 





PNEUMATIC—STORAGE—SPECIAL 


Black or Galvanized 
The Novelty Steam Boiler Works Company 
MD, 


Factory, 917-929 S. Howard St. BALTIMOR 














PIERCE, BUTLER & 
PIERCE MFG. CORP. 
Makers of 
GooD BOILERS AND 
RADIATORS 


BRANCHES IN ALL PRINCIPAL CITIES 


GENERAL OFFICES 


41 EAST 42nd STREET -t- -i- NEW YORK, N. Y- 
































Specializes 


in the manufacture of 
Closet Bowls and Tanks 
of “Whitest Vitrified China” 


1924-40 CLYBOURN AVENUF 
CHICAGO 
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Mahoney and L. A. Schoolmaster, both of Kalamazoo, 
and John ©. Miller, of South Haven, Mich., at the annual meet- 
ing of Michigan Siate Association of Plumbing and Heating 
Dealers, held recently in Grand Rapids, Mich. 


SALT LAKE CITY ASSOCIATION PURCHASES POSTERS 

That the Salt Lake City (Utah) Association of Sanitary 
and Heating Engineers thoroughly believes in advertising 

seen from the recent activities of that organization. In 
addition to a collective advertising campaign the Associa- 
tion has also voted to purchase a quantity of posters, fur- 
nished by the National Trade Extension Bureau, to be 
used on various jobs of the members The posters are 
about 28 x 22 inches, with the following lettering: ‘‘Plumb- 
ing Installed by , a Member of the Sanitary and 
Heating Engineers’ Association. The seal of the National 
Association of Master Plumbers is elso imprinted on the 
poster. 

Arrangements are now complete for the entertaining of 
the eastern delegates on their way either to or from the 
National convention at Portland. The visitors will be 
shown the attractive spots of the city and will be enter- 
tained at an organ recital at the Latter-Day Saints’ Taber 
nacle Whenever practical Fred F. Lecuyer, Jr., a member 
of the board of governors of the Salt Lake City organiza 
tion, is in charge of the arrangements. 


ATLANTA ASSOCIATION ENTERTAINS JOBBERS 
The Atlanta, Ga., Association of Master Plumbers enter 
tained the jobbers and a committee from the journeymen’s 
local at a supper in the main dining room of the Ansley 
Hotel, June 18. They had for their guest of honor Arthur 
W. Wolfgang, of the National Trade Extension Bureau 
who gave a talk on “Apprenticeship,’”’ which was enjoyed 


by all in attendance. 


FLORIDA MASTER PLUMBERS SECURE STATE 
CODE 

By persistent effort the master plumbers of Florida 
secured the passage of a state plumbing law drawn in 
accordance with the Hoover subcommittee recommenda- 
tions along the lines of a National code. The code calls for 
a state board of plumbing commissioners of five, one engi 
neer, one architect, a journeyman, a master plumber, and 
a state plumbing inspector of not less than ten years’ 
experience in the business. A fifty-cent inspection fee on 
all fixtures installed in cities of seven thousand five hun 


dred or more will be charged when situated within a radiu 
of five miles of such city. Both master and journeymen 
that have not already been examined, will be examined 
The fees will be $25 for a master and $10 for a journey 
man, then $10 and $3 thereafter each year. There will 
be deputy inspectors appointed in the various countie 








ba De 











i 





DOMESTIC 


June 27, 1925 


Neew Business ‘Uentures 


The W. M. 
at 1600 Willow street, 


Chase Plumbing Co. has started in business 


Portland, Ore. 
J. Ashenbrenner has engaged in business at 416 Graham 


avenue, Portland, Ore., as Albina Plumbing Co. 


A. Clinchard has opened a plumbing and heating 
Wash. 


George 


establishment in the I. O. O. F. building, Concrete, 


A new plumbing shop and hardware store will soon be 


opened by John Wystrach at 347 Nineteenth and One-half 


street, North, St. Cloud, Minn. 
E. W. Dutton has opened a plumbing and heating estab- 
lishment in Abilene, Kans. He will conduct business 


under the 
Vm. Aspland and J. W. 

business in Vernonia, Ore., 

Electric & Plumbing Co 


name of Dutton Plumbing Co 


Beall, Jr., 
under the 


engaged in 
Be-All 


have 
name of the 
Joseph S. Chiodo has engaged in business at Gresham, 
Ore., under the 
Heating Co. 
Walter M. Richter, Inc., is the 
company recently organized in Flushing, 
tors are W. M. Richter, 
holme, 81 Broadway, 
Forty-eighth avenue, 
The Lake 
has recently been incorporated, 


name of the Gresham Plumbing & 


name of a plumbing 
N. Y. The diree 
Burling avenue, and A. J. Esk 
Flushing, and Rebechi, 78 
NN: 2. 


Joseph 
Corona, 
Forest, II1., 
with a capital of $10,000, 
Geo. By 
M. Quinn were the 


Forest Plumbing Co., of Lake 


plumbing contracting business. 


Surdheim, and Edw. 


to carry ona 
Rogers, Geo. M. 
incorporators. 
Howlett 
vard, Chicago, 


Plumbing Co., 20 West 
recently 


Bros. Jackson Boule 
has been incorporated to conduct 
a plumbing contracting business 
ization is $20,000, and the incorporators are 

Howlett. 


Michael J., and Michael A. 


The amount of capital- 
Geo. T 


° P) 
Business ( hanges 


of Albany, Mo., 
Plumbing Shop on 


W. R. Hines, 
interest in the Ira Rice 


recently purchased a half 
North Polk 
street in that city. 

Iowa, 


Harry Lyman, of Clarinda, 


ing business to his new building on South Fifteenth street 


has moved his plumb- 


in that city. 
have moved their 


Wilson building on Main street 


J. H. Crowe & Sons, of Gurdon, Ark., 


plumbing shop from the 





Some of the members of the Women's Auxiliary at the annual 
convention of the New Jersey Master Plumbers’ Association, 
held recently in Jersey City 
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_—.. renner: illy Sp ak- 
= ing, are not interested 


When 


a dealer has their conhdence, 


‘What makes they take it for granted that 
Women buy ' 


right. 


In mec han al de tails 


products he sells are 


7 


U 3ut they are tremendously 
appeal 
home One 


miter sted in the 


ance of anything purchased for the 
this counts for 70 per cent 


Not only do 


they judge an article by its appearance on the floor 
of the in their homes 


authority asserts that 


in the factors which influc nce buy nye 


show room; they visualize it 


to determine how it will harmonize with their fut 


niture and rugs, and with the general scheme of 


things. 


Ietheient 


reputa 


Aero radiators meet both requirements. 
safely 


dependable you can ‘take your 


tion on their performance 





Graceful — slender, the 
easily stand the customer's 
inspection and her critical 
questioning as to how they 
would fit in with the fur- 


nishings of her home. 


You would naturally expect 
Aero radiators to sell 


premium—but they do no 














the same price is charged as 


for standard radiation 














Beauty and Warmth 


i — I 





FEIN FE 


Nationa RaGardk CdAPANY 
= > JOHNSTOWN, PA.” 


PLANTS New Castle, Pa 
BRANCH OFFICES: New York, Philadelphia, 

Washington, Richmond, Pittsburgh, 
Chicago and Cleveland 


Johnstown, Pa., Trenton, N. J 


Baltimore 


Cincinnati, 
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THERMAG — Snap Action 






— THERMOSTAT 


Makes an automatic storage gas water heater of any 
heater and range boiler. 


Absolutely positive. 
Endorsed by leading engineers. 
Used exclusively on Sands Storage Systems. 


Ask your jobber or write for folder. 


The Sands Mfg. Co. - Cleveland, Ohio 








THINK WHAT IT’S WORTH 
To you. To those you serve. : 
New Joint at last makes pos- : 
sible a No. 1 Sewer Job. : 
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Patents 
Pending 
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2 PRESSTITE - Write. 
aa / THE PRESSTITE 


l Y ENGINEERING CO. 
wy sve 4327 Duncan Ave., St. Louis, Mo 
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An End to Rusty 
Water 


STAR DEE, the Rust Preventor, stops 
rusty water by stopping rust the 
cause. Its efficiency is proven by 
three years of actual service tests 










Plumbers in rusty water territories 
are making good profits on STAR 
DEE. Write today for complete in- 
formation and prices direct to you 


DETROIT RANGE BOILER 


& STEEL BARREL CO. 
Detroit, Michigan 









Send ‘Today 
for Complete 
Information 


When you buy Capitol Brass 


Goods, you get the result 
of experience gained through 
our many years as manu- 


facturers. Established 1898. 


CAPITOL BRASS WORKS 


2300 Franklin Street 


=D ETROIT, MIChi=E= 
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street, 


June 27, 1925 


to the Lipscomb building on Front street in that city. 


The Lincolnton Plumbing and Heating Co., of Lincoln- 
ton, N. C., has moved into new quarters in the McAlister 
building on Arcade street in that city. 


L. W. Decker, who has conducted a plumbing and heat- 
ing establishment on Broad street in Johnson City, N. Y., 
for several years, has moved to 274 Main street in that 
city. 

Chas. C. Wise to the entire business of 
the plumbing and heating firm of Connolly & Wise, 224 


and will continue the business 


has succeeded 


Main street, Portland, Ore., 
under the old name. 

J. Ripley Oakes and Neil MeNevins, conducting a plumb- 
ing, heating and hardware business at 233 Pleasant street, 
Mr. Oakes has 
and will 


have dissolved partnership 
in the 


lalden, Mass., 
Mr. 
continue it under his own name. 


purchased Nevins’ interest business, 


The offices of the Hipskind Heating and Plumbing Co., 
of Wabash, Ind., for many years located in the Home Tele- 
phone building on West Market street, recently moved to 
the Christman block, immediately west 


of the Indiana Hotel. 


This & That, Here &° There 


A mercantile building to cost $1,000,000 will be built at 
the southwest corner of Franklin Randolph streets, 
Chicago The building consist of ten and 
basement, and will be constructed of pressed brick with 
Fugard & East Superior street, 


Chicago, are the architects. 


new quarters in 


and 
will stories 


stone trim. Knapp, 219 

Plans are being drawn for a recreation building to cost 
$600,000 and consist of five or seven stories and basement 
It will be built at corner of Wabash and 
Congress streets, Chicago. A. L. Alschuler, 28 East Jack- 
son boulevard, is architect 


the southwest 


A store and office building, costing $200,000, will be 
erected on Western avenue near Ainslie street, Chicago. 
Rebori, Dewey, Wentworth & McCormick are the archi- 
tects. 

Plans are being completed for a ten-story and base- 
ment building of brick construction at 122 South State 
street, Chicago. Mundie & Jensen, 39 South La Salle 

are the architects. 


The Smith Plumbing Co., of Fort Lauderdale, Fla., is 
installing the plumbing in the Fulton Apartments in that 
city. The bid amounts to $5,300. 

Lynch & Johnson, of Atlanta, Ga., will install the plumb- 
ing and heating in the Druid Hills Church in that city, and 
also the plumbing and heating in the 24-unit apartment 
house on Ponce de Leon avenue in Decatur, Ga. 

The first two visiting master plumbers to arrive in Port- 
land for the C. R. Hutton and G. J. 
both They arrived Tuesday, 


conventions were 


Eustace, of Los Angeles. 
June 15. 
Gold, of Wilmington, Del., has been awarded 


the Jewish school to be 


Lewis V. 


the plumbing contract on new 


| erected in that city. 


| of bathtubs, 
| will be an 


plumbing contractor at 1751 North Miami 
Fla., is erecting a new building for his 
When finished the 
The showroom is to 


L. Gegen, 
avenue, Miami, 
shop, showroom and storage rooms. 
cost will have amounted to $25,000. 
be 25x58 ft., and will be equipped with a complete line 

lavatories, sinks, etc. In the rear 
up-to-date shop with storage space for four 


toilets, 


trucks. 
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W. A. Jones, Lincoln, IIl., will remodel the plumbing 
and heating in the Jefferson school in that city 
G. M. Withers Sons Co., of New Castle, Pa., 


Presbyterian 


has been 
awarded the heating contract on the new 
church of Grove City, Pa. 

The City Plumbing & 
has been awarded the plumbing and heating contract on 
the new $240,000 gymnasium to be erected by the State 
Agricultural college at Fort Collins, Colo 

A. W. Hohpert, of Wahpeton, N. Dak., 
North Dakota Master Plumbers’ Association, part 
of the past week in Minneapolis and St. Paul. While vis- 
iting the Twin Cities he had a conference with Victor L. 
Bureau, for the 


Heating Co., of Boulder, Colo., 


president of the 
spent 


Peavy, of the National Trade Extension 
purpose of having some one from the Bureau visit North 
Dakota. 

T. L. Norfleet, of Hollywood, Fla., is doing the plumbing 
work in the new H. B. Hutchinson Apartment Hotel in that 
city. The contract amounts to $8,000. 

The Huffman-Wolfe Co., of Columbus, Ohio, has been 
awarded the contract for remodeling plumbing, heating, 
ventilating and regulating systems in the 
Stewart avenue school in that city The combined 
amounted to $15,763. 

The Stai 
awarded the contract for the plumbing, heating and ven- 


temperature 
bids | 


Plumbing Co., of Columbus, Ohio, has been 


tilating in the First Avenue school in that city. The | 
contract amounts to $13,633. 

| 

An apartment building to contain forty kitchenette | 


841 Windsor avenue, Chi- | 
Ohrenstein & | 


apartments will be erected at 
cago. The building will 
Hild are the architects. 


cost $250,000, 


A $150,000 apartment building will be erected at East 


Seventy-first street and Ridgeland avenue, Chicago. David 
Saul Klafter is the architect. 

The Jeffers Hotel, Avenue A and Third street, San Anto- 
nio, Texas, is to be built soon, at a cost of $750,000. Bids 
will be received at the office of the architect, Henry T. 
Phelps, Hicks building, after July 1. 

Plans are being drawn for a $1,500,000 theater build- | 
ing to be erected soon at Houston street at the river in 
San Antonio, Texas. It is to be five stories and basement, 


of brick, stone, reinforced concrete and modern steel 
construction. 

The J. R. Seaton Co., of Chadron, Nebr., has been 
awarded the plumbing and heating contract on a new | 


school building at Lyman, Nebr. The total bids amounted 


to $5,000. 








Delegates from Orange, N. J., attending the annual convention 
of the New Jersey Master Plumbers’ Association, held re- 
cently in Jersey City, N. J. | 
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Trenton Brass Goods 
* Make Good 





Item for item, dollar 
for dollar, the Trenton 
line of plumbing prod 
ucts have never been 
surpassed for value or 


efficiency 


Once installed, they 
stand up to their work 
in a way which allows 
the user no comeback 
That is why it pays to 
handle Trenton prod 
ucts wherever possible 


The Trenton Wash 
Tray Plug shown above 
is only one of a decid 
edly superior line. Write 
for catalog containing 
the others 


Order From Your Jobber 








Our 
»)) if ataloo 


The Trenton Brass 
& Machine Company 
TRENTON NEW JERSEY 














**Sure-Return’’ Condensation Pump. 


Ask for Bulletin No. 47. 


The Price Is Right 


There isn’t the slightest doubt about the 
quality of the ‘‘Sure Return” Condensation 
Pump. It has proven its merit on thousands 
of installations. 








But, in spite of the splendid material and 
workmanship, that goes into each outfit, these 
pumps can be purchased at a very reason- 
able cost. 







It will pay you to get our prices. 







STOCK DELIVERY 


CHICAGO PUMP COMPANY 
2322 Wolfram St. Chicago, Illinois 
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BRECO FLUSH TANKS HAVE 


DEPENDABILITY 


STANDARD SIZES 

FULL WEIGHTS 

POSTTIVE ACTION 
LONG LIFE 


BRECO 
CLOSET SEATS AND FLUSH TANKS 
BRE HYGIENIC 


CLOSET SEATS 


QUALITY AND SERVICE AT A 
REASONABLE PRICE 


MFG. COMPANY 
HYDE PARK DISTRICI 
BOSTON, MASSACHUSETTS 


BRE 


OUR CATALOGUE IN| DOMESTIC 


CATALOGU 


ENGINEERING 
DIRECTORY 





























2 GUARANTEED 


- 
~ oN 


~ 


GRANITINE 


Laundry Trays 


are guaranteed 


Sanitary and Durable. 
Reinforced and Attractive. 
Inexpensive and 

Well Crated. 

Easy to Handle. 
Is the GRANITINE trade 
mark on the trays you buy? 


Factories in Chicago 
Cincinnati and Omaha 





nao ~S 2 ee SS eS ee Se 20 2 ae “EG? ie SS? 20 “SP 0 SD 4 - 


ENGINEERING 


| of $4,568. 


| the 


June 27, 1925 


house is to be built on Angell street 
Providence, R. IL., for the Puritan 
be six stories high, of 


A new apartment 
Wayland 


Development Corporation. It 


and avenue, 
will 
brick and steel, and cost $750,000. 
the 
32 President avenue for 


M. Hennessy, of Providence, R. IL. has plumbing 


contract on the new building at 


('. A. Russell. 


Edward C. Hilker, of West Palm Beach, Fla., is doing 
the plumbing in the following’ buildings: St. Ann's 
school, $5,000: Fagin Arcade, $7,000; U. S. Post Office 
building, $5,000; North Shore Apartments, $15,000 


Banara Arcade, $7,000; Schedler Apartments, $5,000. 














M. Greenberg, V. Howard, A. S. Lamond and N. W, Stern, all 
of San Vrancisco, on the links of the Crystal Springs Country 
of the California Sanitation 
of San Francisco 


Ciub at the recent tournament 


Development League 


A. E. Olson has been awarded the plumbing contract 
on the new central fire station in Colorado Springs, Colo. 
The contract amounts to $7,400. 

Wm. Keller, of Providence, R. I., has been awarded the 
plumbing contract on a new building at Elmgrove avenue 
and Fosdyke street. 
of Woonsocket, R. LI., 
awarded the plumbing contracts on the new buildings in 
that street, for V. Michulle, 
Avenue C for P. Lebouef. 


G. P. St. Sauvaeur, has been 


city on Knight and on 

The plumbing and heating contracts on the new Experi- 
ment Purdue University, LaFayette, Ind., 
have been awarded to the Orth Plumbing Co. on its bid 
Pyke, Werkhoff Co. awarded the 
contract on the high tension 


Station Annex, 
Lane, was 
plumbing University’s 
laboratory. 

H. W. Thorne, of West Palm Beach, Fla., is installing 
plumbing and heating in the new Alterep Hotel, 
Delray, Fla. The contract amounts to $25,000. 


The City Plumbing Co., of Lake Worth, Fla., is install- 


| ing the plumbing in the new city jail and fire department 
| station in that city. 


L. C. Engram, Lake Worth, Fla., recently completed the 
plumbing and heating in the new Gulf Stream Hotel in 
that city. The contract amounted to $75,000. 

Williams & 
ing 


Gibson, Portland, Ore., have the plumb 
the high school at Roseburg, Ore 
Keyser and Schmidle, Roseburg, were awarded the heating 
contract on this building. 
The Alaska Plumbing Co., 
tract for instaliation of plumbing in an apartment houss 
Nineteenth street, North, and is installing 


contract on new 


Portland, Ore., have a con 


155 also 


spn 


eats 








pau 
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plumbing equipment in a 3l-room apartment on Johnson 
street. 

A. Finney, of Eugene, Ore has the contract for 
plumbing and heating in the new grade school at Spring- 


field, Ore His combined bid for the work amounted 


to $3,600. 


Swimming - Pool News 


Miss., is 
swimming 


The Rotary Club of Jackson, interested in 
converting the old college 


athletic field and tourist camp. 


grounds into a pool, 
of Washington, D. C., 
is conducting a carnival to raise funds for a public swim- 
ming pool in the district. 


The Congress Heights Association, 


The Chamber of Commerce, is interested 


6 


in the development of a 20 


of Bastrop, La., 


-acre park, a concrete nata- 


torium and an artesian well. 
Petersburg, 


The Young Men’s Christian Association, St 


Fla., will erect a new building, 100 x 200 ft., at a cost of 
$500,000. The building will contain six stories, swimming 
pool, cafeteria and lockers. 


The swimming pool of the Santa Anita Riding and Hunt 


Club, Arcadia, Calif., is to be remodeled. 
The Alhambra Athletic Club, Alhambra, Calif., will 
construct a 30x 75 ft., outdoor swimming pool, tile lined 


and equipped with a filtering system. 
Okla., 
sion to build a swimming pool in that city on account of 
the lack of 
swimming in the big lake 

The 
committee to investigate the 
Park in that city. 


Citizens of Sapulpa, are asking the city commis- 


bathing facilities occasioned by the closing of 
near there. 
commission of Rome, Ga., has 


city appointed a 


feasibility of constructing a 
swimming pool in Myrtle 


Construction work on the swimming 
Mill, Batesville, Ark., 


to be completed in a 


pool at Big Spring 


is well under way, and it is expected 


short time. 


The new swimming pool constructed by the Lorain Steel 


Co., in Johnstown, Pa., was opened recently. 








and Dummeit, “The Three Mus- 

keteers” of the EverHot Heater Co., Detroit, Mich., at the 

annual convention of the Louisiana-Mississippi Master Plumb- 
ers’ Associaton, held recently in Biloxi, Miss, 


Messrs. Vallett, Appelhof 


| 
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Armstrong 
Twin Jaw 


CHAIN PIPE 
WRENCH 


PROOF TESTED 
Write for catalog 






POINTS 3 


EXCELLENCE 


Extra large master 
bolt. 


Alloy steel shackle links. 
Two bolt fastening. 















Extra large bearing of Jaw on Bar. 
Spreading of jaws prevented by bolt 
directly below chain socket. 

Chain guides aid in adjusting chain Chain 
and end bar protected by chain guide. 


ARMSTRONG BROS. TOOL CO. 
323 N. Francisco Ave. Chicago, U. S. A. 





























Heaviest standard tank fittings made ja 


INDIANA 


BRASS COMPANY 


Frankfort 






Indiana 






Largest exclusive producers of tank fittings 














“EAFCO” 


Trap Screw Ferrules 


When you want well made, nicely finished 
trap screw ferrules with accurately cut, tight 
fitting threads, specify ‘“‘Eafco”’ when you 
order from your jobber. Made in a variety 
of styles to meet the requirements of the 
various regulations. The No. A-24 (illus- 
trated) is the New Style New York Regula- 
tion, :xtra heavy iron body and brass trap 
screw with solid nut, 1 inch high. 


THE EASTERN FOUNDRY COMPANY 
Main Office and Factory: Boyertown, Pa. 


PHILADELPHIA, 940 Drexel Bidg. NEW YORK CITY, 50 Church St. 
BOSTON, 432 Rice Bldg. SAN FRANCISCO, 623 Larkin St. 








A-24 

















TraneTraps 


Fourteen corrugation bel- 
lows. All popular sizes and 
patterns. Standardized 
roughing-in dimensions. 
Any pressure to 25 pounds 
and any vacuum to 15 
inches without special ad- 
justment. Interchange- 
able bellows. Write for 
Trane Bulletin 6B. 











La Crosse, Wis. 


204 Cameron Ave. 
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The Most Popular of All 
Chain Pipe Wrenches 


Wilhias ican’ hain Pipe Wrench combines the merits of 
all other wren h special! adv antag of its own 
The Double- Ended Reversible Jaws 
may be quickly change nd for end as teeth first in use wear, greatly ex- 
tending the “life of the wrench aa giving the service of “two tools at the 
price of « 
The Proof- Tested Chain 
tach chain is individually proof-tested to two-thirds of its breaking strain 
and a leaden seal, bearing our trade-mark, is then attached:— look for it —it 
our guarantee of uninterrupted, dependable service, as well as assured 
Safety 
sizes for 14 to 18 Literature 


J. Hi. WILLIAMS & CO. 


“‘The Wrench People’’ 
New York BUFFALO Chicago 





IMPROVED 


“VULCAN” CHAIN PIPE WRENCH 








The 


CLIMAX 
Cellar 


Drainer 


KELLY 


WATER Cc LOSETS. 
i With 


Aluminum 
Raised 
Rear Local 
Vent 








Why use uncertain and costly water-proofing of cement, 
asphalt, tar, etc., when the CLIMAX Cellar Drainer is 
so positive, dependable and inexpensive? The CLIMAX | 
is usually installed in the end; why try something else 
in the beginning? 


“All Jobbers 
Sell Them’’ 





BALTIMORE. MOD. 











| Pacific Coast Agents: Fig. 132% 
| Wm. P. Horn Co. Patented 
Rialto Building, 509 Wilcox Blidg., 
San Francisco, Cal Los Angeles Cal. THOS. KELLY & BROS. F ., CHICAGO 
L. C. Smith Building, Seattle, Wash 3422-24-26 WEST LAKE STREET 
| ESTABLISHED OVER 35 YEARS 








Mention Domestic ENGINEERING when writing advertisers. 
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A modern swimming pool is to be constructed in the 
new high school in Paterson, N. J., if plans are carried 
through. The cost will be about $20,000. 

Mrs. Nellie Paulson Bastien, of Chicago, Ill, recently 
donated $8,000 to the community high school of Harvard, 
Ill., for the construction of a swimming pool in the high 
school building. 

The village board of Byron, Wis., recently voted to con 
struct a swimming pool in a ditch south of the Community 
Club building in that village 

The formal opening of the new swimming pool built by 
the Wilson Engineering & Contracting Co., in Xenia, Ohio, 
took place recently. 

Work on the Falls City, Nebr., $15,000 swimming 
pool at Stanton’s Lake in that city is being rushed and is 
expected to be finished by July 4. 

Harvey, Ill., is to have a new swimming pool on Harmon 
field in conjunction with the new program of the Chamber 
of Commerce of that city. 

The Ansonia recreation commission, Ansonia, Conn., 
hes awarded the contract for a cement swimming pool to 
he built at the children's playground on Fourth street to 
Richard J. Hall. Plans call for a pool 20x40 ft. of safe 
depth. Twelve bathhouses are included in the project. 

The Mount Airy Swimming Pool Co., Mount Airy, 
N. C., has recently been incorporated to construct swim 


ming pools in Surry County 


. . . i ° 
Public (om fort Stations 


The City Council of Maquoketa, Towa, recently passed a 
motion instructing the city manager to erect a comfort 
station in the Second Ward Park in that city, in accordance 
with plans submitted 

Joseph Nault, 232 Shaw street, New Bedford, Mass., has 
been awarded the contract for the erection of the comfort 
station in the North End for that city 

Contract has been iet for construction of a comfort sta- 
tion on the northeast corner of 62d and Shattuck avenues, 
Oakland, Calif. 

Forrest L. Carter, superintendent of Platt National 
Park, Sulphur, Okla., will establish comfort stations, con 
nected with sewer and water lines. The total cost of the 


improvement will amount to $47,500 
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The city of Evansville, Ind recently accepted three | 


comfort stations which were erected in the Garvin, Mesker 


and West Side parks, by J. Bippus & Son 





The exhibit of Anniston, Alabama, soil pipe companies at the 


Southern E’xposition, held recently at Grand Central Palace, 
New York City 











THE INCOMPARABLE 


NIEDECKEN SHOWERS 





The flow control 
regulates the force 
of water from the 
shower head and 
is a feature of all 
Niedecken Showers 


THE 
NIEDECKEN 
MIXER 





The Heart of a Shower 
is the Mixing Control 


THE NIEDECKEN MIXER 


Delivers Water at the Required Tem- 
perature Almost Instantly 


Then — rhe Ease of Access 

















Dial removed. The Cover removed, 
only tool required ivi SC t 1 

- giving access to valve 
to take the MIXER . 


r : isc 4 seat 
apart is a screw-driver. discs anc . 











Replacing valve seats 


It cannot be re-assembled in a wrong manner. The 
few parts subject to wear can be readily replaced even 


after years of use making THE NIEDECKEN MIXER 
oe 
Everlasting 


Write for Bulletin D. 10X 


HOFFMANN & BILLINGS MFG.Co. 


maitirwau vu. S. MA. 
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ON. A NEW SHO 

| No. 200 DRAIN CIRCULAR 
cachualgeetone 

I he iit te ee of ‘ “4 niger 

lestite Shower Drains is illustrated 


and described together with a full 
table of roughing in measurements 


TESTITE DRAINS 
Are Low in First Cost 
Eliminate Drainage Leaks 
Save Money for the Plumber 











| 
| The Groeniger Manufacturing Company 
Columbus, Ohio 











INSTALL IT and FORGET IT! 


Don't worry about having to give “free service” when 
you install a Paul Water System. It’s sturdy, de- 
pendable and fool-proof. There's a type for every 
need, to pump water from any source, deep or shallow 











Write for more information about the profitable Paul 
ine 


Fort Wayne Engineering & Mfg. Co. 
Main Office and Factory 
1706 N. Harrison St. Fort Wayne, Ind 


Water 
Systems 


Jor FARM & HOME 











RAYMOND’S 
Lead Roof Flanges 


are not CAST—but made 
from DRAWN LEAD 
No Calking Necessary 


When ordering state SIZE 
and PITCH desired 


PRICES NO HIGHER than asked for IMITATIONS 





Use No Other 
RAYMOND LEAD WORKS 
735 So. Washtenaw Ave. CHICAGO, ILL. 


















Coolers Will Bring rt 
Summertime Profits __| 


Hot weather is cooler fountain time. In- 

dustrial plants are big prospects for they | 
realize cool water for workers means 
better production for them. Sell them H 
Halsey Taylor Cooler Fountains, the 
only fountains with automatic stream | 
control and sanitary two-stream projector. i 


i ' —_ Write. 
r tear de The Halsey W. Taylor Co 
| 7 Warren, O. 
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UR attention was recently called y 
to a novel method of displaying 
epigrams by a Chicago restaurant owner. On his 


blackboard was painted in white outline the figure of a 
man, more or less grotesque in appearance, and under 
this little drawing was written-—‘‘Jack says.”’ Every day 
when he wrote the epigram on the board, he drew a ring 
around it and a line joining the ring to the figure’s mouth, 


as is done in cartoons This brings in an added personal 
touch, thereby putting the epigrams on a more familiar 
basis And the more personal they are, the better the 
results 


Elaborating on the idea, many diversions can be made 
If you feel you ean afford the additional expense, and 
there is no real doubt but what it would pay, you could 
have the figure painted in color, being sure to make it 
bright enough to be seen for some distance. In that 
way, people will be attracted to the picture before they 
can read the blackboard, and will be tempted to come 
further to read what vou have to say And what is more 
important, they will come back, to see your board every 
day. Another idea would be to have the figure represent 
a plumber, with bright blue overalls, white shirt, and 
holding a wrench, blowtorch, or some such tool that 
would definitely place it in the minds of the publie as a 
plumbing tool This could be carried out in the plain 
white outline as well, although it would not be quite as 
noticeable. Of course it isn’t necessary to use the name 
“Jack’’ under the figure. Use your own name or nick 
name, or some humorous name of your own origination 
In conjunction with this you can advertise in your papers 
about once a week with a small cut of ‘Jack’ (or what 
ever you name your little man) saying that day’s epigram, 
and beneath the ad, ask what he will say tomorrow 
telling, of course, where people can find out what he 
says every day. This indirect advertising is very valuable, 
and of a type that works on the public in such a way 
that it does not realize it. If people think you are sim 
ply making friends with them, and not trying to sell 
them something they don’t want, they will make friends 
with you, and their business will eventually come to you 

Why not try this new way of decorating your black 
board, and see if it doesn’t bring results? Or if you 
haven’t tried using epigrams at all, get a blackboard and 
give them a chance. Here are seven more for the con 


ing week: 


Moonshine can’t talk but it often tells on a man. 
7 : a 
The wise farmer makes hay while the gold brick shins 


for others. 
* * + 


An old hen can raise more vegetables than an amate 


gardener. 
* * * 


The convict on a chain gang is always attached to ! 


work. 
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If ‘widows are in weeds are grass widows in clover? 


An owl’s wisdom isn’t due to the fact that he stays out 
all night. 


ss _ AProven Product p 


* 7 * 


The wise man gets a lot of free instruction from fools 


Bath a Day Movement 


OW that school days are over, the time is ripe to 
N carry the Bath a Day campaign into the homes 
of your city. There isn’t any doubt that the 
average person takes advantage of bathing facilities more 
often during the summer months than during the winter 
months and some of the cooler months of the mid-seasons. 
More outdoor sports are indulged in. The long, dusty 
automobile ride almost invariably winds up with a shower 
or a dip in the bathtub. Tennis, golf and other outdoor 
activities are followed by refreshing baths. In excessively 
hot weather people find comfort in bathing before retiring, 
and upon arising in the morning. 

So the bathroom is a much-used part of the house. 
When people use anything more and more frequently, its 
disadvantages become glaring. If there is a large family, 
it becomes evident that more than one bathroom is neces- 
sary. Under the strain of a great deal of use, defective 
parts break down and the argument of quality has a keen 
point. 

Into this season of more frequent bathing, the Bath a 
Day Movement fits perfectly. ‘The Story of the Bath” 
will have the appeal of greater timeliness. Its message 
of health through frequent bathing is having its proof in 
the every day need which people feel for a refreshing 
shower in hot weather. 

Now is the time to put across your message—-when 
people are in the most receptive mood. Now is the time 
to distribute ‘‘The Story,” ‘‘The Need of Frequent Bath- 
ing.’’ Now is the time to make use of the stickers with 
the slogan, ‘‘A Bath a Day Keeps You Fit Every Way” 
and the posters. Now is the time to give the transfer 
signs to autoists who will paste them on windshield or 
window. 

In short, now is the time to make yourself known as 
“The Bath-a-Day Plumber” in your community. Tie up 
to the movement so that when anyone thinks of bathroom 
needs, he is bound to think of you. Many a retail 
merchant has found success in that procedure. Although 
there are many florists in many cities who offer to tele- 
graph flower orders, in those cities the greater percentage 
of orders goes to the florist whosays, ‘“Smith—thetelegraph 
florist.’’ Because when people think of telegraphing 
flowers, they are bound to think of the telegraph florist. 

So with the ‘‘Bath-a-Day Plumber.’ You'll win recog- 
nition because of your constant educational effort. Build 
your summer selling campaign around the Bath a Day 
Movement. Be the ‘‘Bath-a-Day Plumber” in your town. 


The city commissioners of Chattanooga, Tenn., contem- 
plate building a municipal swimming pool at Myrtle Park, 
in that city. 

At a recent meeting of the Culpeper, Va., town council 
it was voted to make appropriations for the construction 
of a municipal swimming pool. 

The annual report of the Ottawa, Ill., playground com- 


mission states that plans have been made for the construc- | 


tion of a new $20,000 swimming pool. 

Construction of a municipal bathhouse and swimming 
pool at a cost of $10,000 has been authorized by the 
Yuma, Ariz., city commission. 


I 
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No. 66 Ball Cock 


Over half a million in daily use, with sales 
ever increasing are two facts that prove our 
claims for the dependability of the No. 66 
Ball! Cock. 

PL A quality product, backed by over forty 















years of manufacturing experience, it gives 
exceptionally long and uninterrupted service. 
Its operation is very quiet, closing positively 
against pressures up to 150 pounds without 
the customary whistle or squeal common to 
most ball cocks. 


SHERWOOD BRASS WORKS 
Jefferson & Mt. Elliott Aves. 


DETROIT, MICH. 
































The working parts of the Sherwood 
No. 66 Ball cock dis-assembled 











MR. PLUMBER,— 


Here is your chance. 


Why don’t you cash in on the Gurley Automatic 
Water System, the fastest selling article you ever 
handled. 

Why don’t you sell a simple water system that 
your customers are not always finding fault with 
after installation? 

Great simplicity, efficiency and durability sell 
Gurley Automatic Water Systems without much 
effort. 


Hundreds of Gurley Automatic Water Systems 
are bound to be sold in your locality. 


Why don’t you sell them and get the profit? 


Have you heard the Gurley sales proposition to 
plumbers? Write us for particulars. 


GURLEY PUMP & MFG. COMPANY 
814 Merchants Bank Bldg. INDIANAPOLIS 











No Roof Is 
Superior to 
Its Flange— 


Therefore, some PLUMBER is 
the father of every leaky roof. 


THE BULLARD ROOF FLANGE 


is acknowledged as the only PERFECT 
FLANGE by busy men who have made satis- 











fying installations. 
THE BULLARD SPECIALTY CO., Tiffin, Ohio 


—— 








JOHNSON GAS LIGHTER 





Le 
== 
——— 


Raising RED RING to 
hook on Wall l’late up- 
stairs, lights beater in 
basement Dropping 
RED RING asbute off 


FOR WATER HEATERS 


Passing up quick and easy profite 
is like throwing money away 


SON GAS LIGHTER 


GET BUSY Order from your 
Jobber today 


Johnson-Murphy Co. 


10226 Woodward Ave. IT = 


Don't do it Sell a JOHNSON — 

GAS LIGHTER with = every } 

beaver, equip all old ones. It is | 

within the reach of everyone and 

you make double profit on each 

sale——one on sale—one on in 2 
stallation The JOHNSON GAS j 
LIGHTER ie absolutely safe- . 
Underwriters approve {t—nothing | o 

to get out of order—fully guaran- , or 
teed The RED RING on wall | ry | 
Diate gives positive Indication as | § ‘i 
to gas being on or off This is ts 
exclusive feature of the JOHN- = 





DETROIT, MICH. . 
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Number 19—Special Light Bar 


d Haven Brass Foundry, Grand Haven, Mich. 
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WG ives you’ve once 
used Pabst Nipples 
you'll want to use 
them always. There’s just 
one way to be sure of getting 
them — specify them by 
name and then look for the 
name when you get them— 
the name Pabst is stamped 
on every genuine Pabst 
Nipple. 


FRED PABST CO., Mfr. 
917 Chestnut St. 
MILWAUKEE WISCONSIN 


PABST NIPPLES 
































WHAT TO DO AT A CONVENTION 
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the proper course 
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tion members. We 
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At the wind-up banquet, when the toustmaster calls upon 
eversbotiy to sing the chorus of “Long, Long Trail,” it) is 
xood practice to rise ap and tustily shout the chorus of “It's 
a Long Way te Tipperary.” Nothing adds to enjoyment so 


much as variety. 
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Fntirelountryside 


is a Market for “HOLYOKE” 
KEROSENE WATER HEATERS 


In every farm home or suburban residence where a 
pressure water system is installed or one is being in- 
stalled, you should sell a ‘‘Holyoke’’ Kerosene Water 
Heater, which will lead to further sales of lavatories, / 
bath tubs, laundry tubs, etc. 

Let us send you one of our new at- 
tractive display posters just off the 
press, anda supply of descriptive 
folders. Write us today 


Holyoke Heater Co. 


Holyoke, Mass. 
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sex.’ Detroit Fire Pot No. 5 
~ Bek,’ Vetroit Fire Fot No. 
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The best is always the cheapest in the end. That is 
why thousands of plumbers are finding it profitable to 
pay a little more and get a DETROIT 50- the finest, 
strongest and most efficient Fire Pot that money can 
buy. If you are interested in the better grade of 
gasoline tools, write us for catalog. 


DETROIT TORCH & MFG. CO. 


DETROIT, MICHIGAN 





New York Office +5 Warren St Canadian Rep George P 
Fraser, 39 Tyndale, Toronto; Kettmann & Ten Eyck Sales ¢ 
2131 E. 9th St., Los Angeles, Calif 


Concentration Pays 


Here is a product of fifty years of 
concentration on power driven pipe 
threading machines. 





We have one suited to your partic- 
ular needs, either belt or motor drive. 


Write for full particulars. 


BIGNALL & KEELER MACHINE WORKS = ee 


PEERLESS of the N. O. Nelson Mfg. Co. ,PEERLESS 
oOo rsu. /“< EDWARDSVILLE, ILL. Oo rex. /9 
oBEKG , CBEK 
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Sold by All 
Good Jobbers 
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PATENTS 


Heating Department 


1,536,046. Oil Burner, Alfred R. Anthony, Fort Pierce, 
Fla A liquid fuel burner, including in combination a 
hollow body having an air inlet and a fuel tube mounted in 
the hody having an orifice at its forward end, said tube 
at its forward end being formed with an annular groove 
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i 1,536,046. 


| and a helical groove leading from said annular groove to 
the end of the tube, a cap mounted on the fuel tube enclos- 
ing said grooves and having openings affording commu- 
nication between the interior of the body and said annular 


Simplici 
Imp icity groove and having a discharge aperture in axial alignment. 








. . o 
- 7 
Efficiency 1,536,257. Heating Apparatus. George E. Custer, 
Providence, R. I. A heating apparatus comprising, in 


combination, a main burner embodying therein a pair of 


Reliability 


Automatically 
Controlled 


oppositely disposed semi-annular members, each of said 
members having a sloping outer wall provided with a plu- 
rality of flame openings therein, a plurality of legs adjust- 
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Produced by a responsible 18} 5) (ee, 
and reputable manufacturer. ai ner so 
mip it A 
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National distribution wanted, 
and inquiries solicited from 
responsible heating contractors. 
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1,536,257. tL. 
ably secured to said main burner, a plurality of supports 
adjustably mounted upon said main burner, an auxiliary 
burner adjustably mounted upon said supports and em- 
bodying therein a pair of oppositely disposed semi-annular 
members, each of said members having a plurality of flame 
openings therein, a generator burner adjustably depending 


ae from said auxiliary burner, a generator mounted upon said 
auxiliary burner and heated by said generator burner, 
means to conduct gas from said generator to each of said 
burners, valves to control the amount of said gas delivered 
to said burners and means to supply air to each burner. 
- a 7 
| 1,536,694. Oil Burner. George H. Sibley, Hartford, 


Conn., assignor of one-half to Charles F. Chandler, Staf- 
automatic 


ford Springs, Conn., and one-half to Elizabeth S. Sibley, 
Gil Burner 


Gill Manufacturing Co. 


8300 South Chicago Avenue, Chicago, III. 





Hartford, Conn. An oil burner comprising in combina- 
tion, with a main burner proper, an auxiliary burner for 
pre-heating and vaporizing the oil, a mixing chamber 
connected to the burner, a U-shaped pipe connected to a 
source of oil supply and extending over the auxiliary 
burner, a perforated pipe located between limbs of the 
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U-shaped pipe and connected to a gas supply for preheat- 
ing the U-shaped pipe before the auxiliary burner is ig- 
nited, a pipe connecting the mixing chamber at an angle 
less than a right angle for causing a part of the contents 
of the mixing chamber to be diverted into the auxjliary 
burner after the perforated pipe has initially vaporized 





1,536,694. Cc as 


the oil in the U-shaped pipe and discharged it into the 
mixing chamber and the flame on the perforated pipe is 
extinguished, a valve for controlling the flow of vaporized 
oil into the mixing chamber, means for supplying air to 
the mixing chamber, and a pilot device on the perforated 
pipe for igniting the main burner. 
. . * 
1,536,474. Oil Burner. Carl Buberl, Detroit, Mich. A 
device of the class described comprising a wick burner 
having a relatively small projection thereon and means 
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1,536,474. 


for enclosing all of said wick except said projection in a 
housing whereby said projection may act as a pilot burner 
when the rest of the wick is extinguished. 

. oa * 

1,536,705. Oil Burner. Luis de Florez, Pomfret, Conn. 
In a device of the kind described, an oil burner having 
a substantially constant level of oil therein, an oil level 
equalizing tank connected to the burner, a pivoted oil 


AL. 





tank having vent and discharge pipes extending into the 
equalizing tank, the discharge pipe terminating in a 
casing containing a double seated valve adapted to be 
held open when in the said equalizing tank to close when 
removed from said equalizing tank by the pivoting of 
the oil tank. 
. o af 

1,536,747 Oil Burner, 

S. Dak 


Aaron Arrowsmith, Sisseton, 
A burner device of the class described having a 
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Don't BeContent 


With Ordinary Roof Flashings 


Specify and Use 
the Reliable 


“SIMPLEX” 


Made in 
All Lead—Copper —Galvanized 
Iron 
Every Flashing Adjustable 
Every Flashing Perfect 


Pe 
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Manufactured only by 


SIMPLEX MFG.COMPANY, 213 W. Austin Ave., Chicago 


Rollin C. Wilson, Direct Factory Representative 
7 E. 42nd St., New York City 
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The unusual success of 


WADE Water Jacket Grease Trap 
te 
+ —tB this trap is due to the spe 
cial design and working prin- 


mn 
VAR one ciple Entire body, walls 
and center partition sur- 
rounded by cold _ water. 
Grease congeals as soon as 
it enters trap and floats to 
wasre top where cleanout cover 
permits easy removal. 

Used largely under kitchen 
sinks in hotels, clubs, etc. 


WRITE FOR OATALOG. 
B-Fig. 27 


E 
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L WADE IRON SANITARY MFG. CO. 





551 W. Fulton Street, Chicago 
Le eT STO HUMMUS LULU SU ete LL 





INSURANCE 


AGAINST FLOODED BASEMENTS 


Where the Signet Drain is installed there can be 
no back water. 

A perfectly reliable trap that automatically 
keeps out sewage, 
gas and germs. 











Always works. Noth- 
ing to get out of order. 
Brass working parts 
submerged. 


Pat. Dec. 3, 1914 


The Signet is clean, 
sanitary, simple, dur- 
able and efficient. 


Write for 
details 


CRAMPTON-FARLEY BRASS CO. 
KANSAS CITY, MO. 














ACME-DETROIT 


Double Laundry Tray Faucets 


The correct faucet for modern 
laundry jobs. Quick compression 
with lever handle and also fur- 
nished with a long spout for three 
part trays. Rough nickel-plated 
finish. Ground joint Brass unions 
for % inch I. P. connection. 





Lavatory Faucets, Sink Faucets, Drinking Fountains, Laundry Tray 
Faucets, Lawn Faucets, Sediment Faucets, Solder Nipples 


If your jobber hasn't our goods in stock write us, giving hisname 


Acme Brass Works. Detroit, Mich. 


Western Representative: H.E.Crum, Jr., 400 N. Michigan Ave., Chicago, Ill 
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‘QUIK-OPE”’ 


Cocks and Faucets 


will boost your sales and make new friends for you. 


Send today for 
prices on this attrac- 
tive line. 


Why sell the slow 
opening faucets when 


“QUIK-OPE”’ can be 
sold at very near the 
same price? 





Haydenville products are sold only 
through the jobbing trade. 


THE HAYDEN VILLE COMPANY 


HAYDENVILLE - - MASSACHUSETTS 











Our — The Olmstead-Thomson 
Macnee H.E. Hessler Company Manufacturing Company 
= Syracuse, New York New Britain Connecticut 











Long as the 
Building 
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They Last as 








Hessler Roof Flanges 


have not only won a reputation for dura- 
bility, but are most easily and quickly 
applied by one man without the use of 
special tools, hot lead, fire, oakum or putty. 

There are now over two million Hessler Guaranteed Doweled Closet Seats 
Roof Flanges in use and sales are increasing 























every day, because once tried they are Doweled front and back. Nickel plated brass 
retiapoistaaerags hinges and screws. High grade varnish and 
Made in Galvanized or Copper for all size glue. Each seat packed separately i in cor- 


pipe from 114 to 6-inch. One size will 
flash standard or extra heavy pipe. If 
your jobber cannot supply you write us 

we will see that your requirements are 


rugated pasteboard cartons. 


Ask your jobber 


























Mention Domestic ENGINEERING when writing advertisers. 
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support, fuel supply pipes rising above said support, 


to which said pipes lead having casing attached to 


ers 


casings subject to the pres 


the pipes, valves within the 
sure of the fuel when seated directly on the upper ends 
of the pipes 


upper 


stems on said valves depending into the 


Everybody Wants 
Window Transfers 


pipes, the walls of the casings serving to prevent 
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1,536,747. 


ement of the valve a substantially T-shaped 


displac 


bracket rising from the support, spreaders carried by 





said bracket and arranged substantially centrally with 


respect to and over the burners, and starter pans of 


greater area than the burners secured on the pipes inter 


mediate the supporting plate and burners 


ye LMOST every automobile you 

1,537,262. Mil-Valve-Actuating Mechanism for Oil i . : 
Burners. William R. Ray, San Francisco, Calif. The d see has something On wind 
combination with an electric motor driven liquid fuel shield or window. That craze tor 
burner, of a fuel delivering pipe connected therewith, a decorating 4 utomobiles is \ Out 


valve on the pipe, electrically operated means for opening 
and closing said valve, a common electric 
operated means, and means 
electrically operated 


circuit has 


opportunity to further the Bath a 
Day Movement. See to it that 
every auto owner you know has the 
Bath a Day emblem on his car. 
Keep a stock on hand 


circuit for the 
motor and said electrically 
for automatically energizing said 


means a predetermined time period after a 


been closed through the motor 


then --- 


identify yourself with the movement 


yt 
a 


| IGS 
~ os 





H 
| 
i< 
| 











including a body, a partition dividing the body into an 





upper and 
having an extension provided 
troduction of air 
partition 
member ca 
tral opening and radially 
central opening, a wick arranged in the 
ment, 


an opening above the 


Mas An oil burner 





YANNS | | . ‘ 
* | by putting the transfer on your own 
| | “e ° > ar 
| 498 aaa | windows, by hanging the big Bath 
el MY 8 > V) : 
seals ya ) a Day Poster in your sales-room, bs 
oe al putting the Bath a Day stickers on 
eS / 
=| 1.527.289 your letterheads and envelopes. Be 
bars the “Bath a Day Plumber” in your 
1,637,289. Oil Burner Joseph Bianchi and Louise : it . > 7 
Bianchi, Chicago, Ill A burner of the class described commun! y. 


lower compartment, the lower compartment 
with a cavity for the in- 
thereto, there being an opening in the 
urrounding by an annular flange, a dish-shaped 
rried by the flange and provided with a cen- 
disposed openings about said 
upper compart 
a closure member for the upper compartment having 
opening of the partition 
& * * 
John <A Worcester, 


comprising a hollow casing provided 


Burner Sherman, 


1,537,324 


l0c each 
15c per M. 
l0c each 


Transfers 
Stiekere . « « 
Posters . 


. . . 


Domestic Engineering 


1900 Prairie Avenue Chicago 
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GALVANIZED 
STEEL SINKS 


























HESE sinks are made 

of the best quality open 
hearth sheet steel with weld- 
ed seams and galvanized 
after completion. 


There are no crevices or 
pockets where dirt can ac- 
cumulate and no spot left 
ungalvanized. 


We make them of any size 
and dimensions to fit into 
any required space. Special 
sinks for any service, of steel 
from No.12 gauge to 14 inch 
plate. 


L.O.Koven © Bro., Inc. 


General Office and Works: 
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with a hollow nozzle having a burner opening, a tubular 
oil-supplying member mounted in having 
tip in alinement burner opening, 


said casing and 


a perforated with said 


said tip extending into said hollow nozzle, said tubular 
| member being of lesser diameter than the chamber of 
| said hollow casing and the said tip being of lesser diame 
ter than the chamber of said hollow nozzle, thus afford 
ing an annular air passage to said burner opening, a 
compressed air supply pipe communicating directly with 


said annular air passage, said burner casing having a 
neck by which it may be attached to an oil tank, said 





1,537,324 


neck having an air passage communicating with said an 
communicating 


with said tubular oil supplying member through an open- 


nular air passage and an oil passage 
ing with which said oil-supplying member is provided, a 
cap with which said tubular member has a screw-threaded 
connection, annular adja- 
ring attached to 
that by turning 
may be adjusted longi 


opening to 


said casing having an groove 


cent said cap, and a two-part said cap 


and extending into said said 
cap said oil-supplying 
tudinally to the 


regulate the oil feed. 


groove, so 
member 
size of said 


vary operative 


Plumbing Department 


1,537,987. Water 
apolis, Minn. A 
open at one end, an inner core member formed of a mul- 
tiplicity of U-shaped tubes secured in water-tight relation 
with said shell at the and extending therein 
constituting a plurality of closed circuit units, one of said 


Heater Virgil F. Deckert, Minne 
water heater comprising an outer shell 


open end, 








a, Ih= Aree 
of a9 i} 2 1,537,987. 
units being constructed to form a partition and engaging 


grooves formed in the sides of said shell and dividing it 
into two chambers, a pair of chambers at the other end 
of the core, each chamber communicating with one end ot 
heating fluid 
into one of said pair of chambers, a pipe for withdrawing 
said fluid from the other of chambers, 
means for circulating a fluid to be heated within the shell 


about all of said tubes. 


all of said tubes, a pipe for introducing a 


said pair of and 


- > « 
1,538,084. Ventilated Closet Bowl Louis <Arthui 
Birch, Minneapolis, Minn. A closet bowl having a per 


forated water-flushing extended in and 


its rim portion and provided with an air outlet port open 


passage around 


ing into the rear portion of the bowl immediately below 
said flushing passage and at one side of the longitudina 
axis of the bowl, said bowl further having a water-flushins 
nozzle with a discharge passage, the delivery portion ol 








Maes haisie! 
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There 1S 
REAL SATISFACTION 
in selling the 


RECO 
SEPTIC TANK 

















Also, in the sale of a Septic Tank you 


disposal. 


for prices and discounts. 


930 Brook Avenue 














Pershing Hotel 


Corner Cottage Grove Avenue and 64th Street 


Chicago, Illinois 


YB weer is quality of accommodation at this new South Side 
hotel without the excessive expense of downtown hotels. 
Every room is exquisitely furnished and has private bath. 
Only a few minutes from the 63rd Street station of the Illinois 
Central, Michigan Centra! and Big Four, and the Englewood 
station of the New York Central, the Pennsylvania, the Rock 
Island and the other railroads. Within a short ride of every- 
where via elevated express trains, surface cars, boulevard mo- 
tor coaches or suburban trains. Rates $2.50 and up a day for 
one person, $3.50 and up for two. Chicago’s largest restau- 
rant is in the Pershing 


H. E. RICE, President and Manager 





and Heating installation who heretofore missed these comforts for lack of sewage 


The RECO SEPTIC TANK excells all other makes in Size, Design, Quality and Work- 
manship. If you will investigate you will follow the lead of the Best Houses everywhere 
and recommend the RECO SEPTIC TANK above all others to your customers. Write 


One family size—weight 300 pounds. 


RICHMOND ENGINEERING COMPANY 


RECO HOT WATER STORAGE TANKS RECO PNEUMATIC TANKS 


have sold a prospect for a complete Plumbing 


RICHMOND, VIRGINIA 














The PENN 
Vise Post and 
Pipe Bender 


Pays for Itself 
Every 60 Days 


Easily Handled= 
Made in two sizes 


If your jobber does 

not have it, write us 

and give us his name, 

or we can supply 
you direct. 


a 


Made by 


PENN 


Engineering Co. 
| Reading - Pa. 














f 








Mention Domestic ENGINEERING when writing advertisers. 
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BXAAAAKALAKAAAKAAAK KKK KAHKKAK HAHA KASAI which is located lower down than said air outlet port 


approximately on the longitudinal axis of the bowl and is 









FM 





obliquely extended so as to direct a flushing stream under 





fh 






oe “4 
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the said air outlet port 





Alr Vent 
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x : 
: The STINSON Patent Equalizing Valve 
A system designed to prevent Water Hammer and any reaction 
in the water supply system in the building. If properly installed, | 
the Stinson Equalizing Valve is guaranteed to completely and | 
thoroughly remove any vibration in water pressure systems of 
piping 
The Valve is made in sizes as conditions require } 
Stock sizes 1% and 2% inch. 
1% inch will take care of from \% inch to 2 inch supply 


x 2'4 inch will take care of from 2 inch up to 4 inch supply 
Send rough sketch of piping in basement and I will advise you the 
 ] 





proper place to install the equalizer. 
Robert Stinson, 216 Market Street, Pittsburgh, Pa. 
XKKKKK KKKKKK KKK KKK MRK KPH KHOI, 
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1 ‘ / —S 
i MADE IN ALL SIZES 1,538,084 1,538,216 
: 
; An Emergency Leak Stopper 1,538,216. Plumbing Fixture. Herman Roth, Milwau- 
As for leaks of any kind anywhere, on kee, Wis. In a device of the character described, an outlet 
Steam, Water, Air or Pressure pipe pipe, a magnet coil wound therearound, the outlet pipe 
lines. | forming a tubular core for the coil, a valve member con 
No Tools Needed to Attach | trolling the flow of fluid through the pipe, an armature 
Order your supply to-day, you may need y A . 
{ them tomorrow. slidable in the pipe, a guide carried by the armature, and 
» = Your jobber or supply house has a guide carried by the valve member and engaged with 
N 4 them. If not order direct thru } ifs i id id id f . 
: ° the armature carried guide, said guides forming a con 
M4 z . 
. ; 
2 “4 Ludlow Stamping & Fabricated Steel Co. nection between the armature and valve member whereby 
> 3 Manufacturers and Discributors | 
> - 779 North 28th Street Philadelphia, Pa. | energization of the magnet coil will cause the armature 
Jept K l n ) Si 
Ps Dept K Let Us Quote on Your Die Work and Stamping to actuate the valve member. 
* * + 
= = —<— | 1,538,096. Portable Power Attachment for Hand Stocks 


<< 99 -} and Pipe Dies. Stephen Cornelius Doehring, Houston, 
TOLEDO Solderless Floats | Tex, In combination, a ring gear, means on the inner 
| | periphery of said gear to which spoke-like members may 


Tested and be secured, a housing within which said gear is mounted, 
Guaranteed 


Made from the purest of 
copper. Spuds tapped with 
a deep thread to fit full } 
quarter twenty rods. | 











Tested before shipping and 
guaranteed to stay tight as | “7 
long as the copper itself | | | 
lasts. | bee, 
Manufacturers and jobbers: Our prices are right. 
Write us for quolations on your requirements | | 
i * 
| } 
| | 


The Reichert Float & Mfg. Co. 


2238 Smead Avenue Toledo, Ohio | L 


| 
x Ex XXXEREXEEEXEEE) EREREREREEERD | 











said gear having inwardly directed opposed ledges which 


are received within annular grooves in the sides of the 
When you need gear, means for driving said ring gear including a gear 
YA meshing with the ring gear and extending through the 
enna MOt Ge USE, Soldering Flux housing, said housing having radial arms by means of 
YAGERS 9 which the same may be supported 


* * * 


9 
Try Yager Ss. 1,538,436 Water Heater and Steam Generator 
August H. Kohlmeyer, Detroit, Mich.. In a combined water 


7) lb., 1 Ib. and 5 Ib. heater and steam generator, the combination with a vessel 


alternatively used for heating water and generating steam, 


SOLDERING 


Your dealer will supply you or : : 
write us and ask for Free samples | of a thermostat subject to the temperatures of the hot 
| water or steam produced in said vessel, means for heating 


ALEXR.BENSONCO.,INC., HUDSON, N.Y. | said vessel, mechanism actuable by said thermostat fo! 


For list of distributors see 1924 McRae Blue Book | automatically regulating said heating means, a valve con 


Sales Agency for Canada: Canadian General Electric Co., Ltd., Toronto & Montreal trolling the water supply to said vessel and adapted to 

















| increase or diminish said supply according as the vessel 
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Manufacturers of plumbers’ brass goods and brass castings. 


Approximately 40,000 sq. ft. of land with own railroad siding on 
the B. & M. R. R. 


Approximately 33,000 sq. ft. of manufacturing floor space. 


Plant completely equipped with modern machinery, all electrically 
driven. 


Buildings and equipment in excellent condition. Modern foundry 
with complete facilities including two electric melting furnaces. 


Operations have been continued under receivership for past seven 
months and this is a good opportunity to purchase as a going concern. 


For additional information and details 
write to 


imsroeaaneanonnnniconsnnansaanncansennannscnpcapaansantcancensanncensenneaneentes 
“pp e REE Ee ee ee ee 2 


Cathet aS aaa oF aP uP a a aPaP Pa a BaP aa a wP oP a a aa a a aBaP oP a a aE aah a PAP SP Pa BaP SP ah a Pa ahaa a Pana aaa aaa 





‘ 





\fter you've decided on Reading Gen- 
uine Wrought Iron Pipe, and have speci- 
fled Reading Pipe, you ought to be sure 
that you get it. And we want you to be 
sure, 


That explains the new Spiral Knurled 
Mark, visible at all times, regardless of 
the angle at which the pipe is placed 
irrespective of how short the lengths may 
be cut. 


Specify Reading Genuine Wrought [ron 
Pipe for your next installation—-and look 
for the Spiral Knurled Mark, put there 
for your protection. 


READING IRON COMPANY 
READING, PA. 
World's Largest Makers of Genuine Wrought Iron Pipe 


Boston Pittsburgh Baltimore 
Philadelphia Chicago Cincinnati 
Seattle New York Los Angeles 
Tulsa Houston St. Louis 
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is employed for heating water or generating steam, and 
means acting in unison with said valve for adjusting the 


thermostatic mechanism to increase the application of | + . 
heat by said heating means to said vessel when the same | There S Good Profit in Bath 
is used as a steam generator. ° 

| Curtain Replacements 


’ . al 


4 


ee he One on display in your window will 
25 notify your customers that Shower Bath 

Curtains CAN be replaced—by YOU 
and thus add to your profits with a 
minimum of effort. We supply all stand 
ard sizes packed in individual boxes. 


SANITARY BATH CURTAIN 
MFG. COMPANY, Inc. 


132-136 West 14th St New York City 

















THE GLEOCKLE 


Wrought Iron Adjustable 


RADIATOR BRACKET 


1.538,436 1.588.867. for wall and column radiation 


1,538,867. Pipe-Supporting Means and More Especially Used in buildings where 
to Pipe Lifters. Peter J. Garvin, New York, N. Y. Means the best equipment through- 


for lifting and aligning fluid conduits comprising hoisting ° ified 
means provided with fine adjustment for purposes of out is Spec} P 


alignment and bifurcated to pivotedly engage a_ body, Write for Booklet 
said body provided with socket means receiving the ex- 
tremities of said bifurcated means and provided with a ! A. F. GLEOCKLE, JR. 

longitudinal bore journaling a rotatable arbor, said ro- 415 Bay Street, ROCHESTER,N.Y. 
tatable arbor provided with a bearing section engaging Patented Our catalog, page 440 Domestic Engineering Catalog Directory 
said bore, an enlarged portion engaging the end of said 
body, a reduced portion receiving a thrust collar engaging 
the other end of said body and a series of threaded por- 
tions adapted to engage the interior of the conduit and to 














WILHELMI and MODERN 
IMPROVED Copper Range Boilers 


that the same may be lifted and by means of said pivoted, was Unexcelled in design, mate- icon 
lifting and journaled means correctly aligned and secured. elitnres rial and workmanship. Sat ENT 
. . . ‘aoe Interior thoroughly tinned. 

1,538,656. Flush Valve. George E. Richardson, Cole- MAY 2.1905 No iron used in construc- 
brook, N. H. In a flush valve, a base plate having an Sehe vest tion. 

‘ Guaranteed against col- 

lapse. 

Always ashton. You 
can safely install them on 
your best jobs. 


Order from your Jobber. Made by 


cut into the walls thereof for securing the conduit thereto IMPROVED 


MODERN 


outlet therein, a recess extending about the outlet, a 
tubular washer arranged within said recess and forming 


Hayes Manufacturing Co. 
Paterson, N. J. 














1,538,6 


i | Bath a Day 
—_— —— a Bath a Day Slogan Cuts. For use in news- 
= paper advertising. 45c each. 
a seat for a valve, a spherical valve of a diameter greater **The Need of Frequent Bathing.”’ 12-page 
than the diameter of said valve seat and adapted to rest booklet, to enclose with letters, $1.85 per 100. 
upon said tubular washer, a lever pivoted to the upper “The Story of the Bath.”’ — booklet, 


side of the base plate and provided on its free end with a illustrated, for schools, clubs, etc. ingle copies, 
ring extending above the valve seat but below the hori- 25c; 100 or more, 10¢ per copy; 1,000 or more, 7% 
zontal plane of the center of the spherical valve, and per copy. Prices include transportation, mailing 
envelopes when needed, and outline studies. Name 


printed on back cover free on orders of 500 or more. 
Please send check with order. 


DOMESTIC ENGINEERING, 1900 Prairie Ave., Chicago 


encircling the lower portion of said valve, the interior 
diameter of said ring being greater than the outer diam- 
eter of the tubular washer, means for moving the lever 
to displace the valve from its seat, and means for limiting 
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Your 





Patented. 
No. 60 Furnace, One Gallon, 
Gasoline-Kerosene. 


Men Want Furnaces and Torches of 


QUALITY 


—We Manufacture Them 


If you are not familiar with the 
“ALWAYS RELIABLE”’ line, 
you should investigate it imme 
diately 

Also a full line of plumbers’ tools 
Jobbers can supply from stock, or 
will order for you 


OTTO BERNZ CO. Inc. 
NEWARK, N. J. 
Offices in 
New York City, Chicago, San 
Francisco, Los Angeles, Seattle, 
Helena, Mont., and St. 
Thomas, Ont. 











1000 Island House 





Rest and play in the 


heart 


of Alexandria Bay amidst 


ixty miles of picturesque islands, with the waters of the 


old St 


Lawrence cooling their shores. The 1000 Island 


House offers spacious modern accommodations to more 


than a thousand guests. 
and go 
islands 


Golf, swim, canoe, 
motor-boating in the scenic grandeur of the 


fish, hunt 
1000 


Write for illustrated booklet, road maps and rates. 





WM. H. WARBURTON, President and Treas. 


“In the Venice 
of America’ 


Alexandria Bay 
New York 


valve when dis- 
with 


the upward movement of the spherical 


placed from its seat comprising a ring provided 


kevhole 
the base 


slots and having U shaped strips secured thereto 
plate being provided with headed pins adapted 
to enter the enlarged portions of the keyhole slots, and a 
locking means attached to the ring comprising a pivoted 
with a recess adapted to encirele pin 
* * * 

Edward F. Niedecken, Milwaukee, 
combination with a valve having a stem, and 
fitting 


member provided 


l 8,207 Valve 
Wis The 


an actuating member therefor, said stem loosely 


said member, of means arranged and adapted to cause 
said valve to follow exactly the opening and closing move 
ments of said member while permitting lateral freedom 


of movement of said valve with respect to said member 





= — er) 
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1,538,433 


1,538,207. 


1,538,433 
land, Ohio The combination of a 
with a flashing flange and a locking flange, said locking 


Vent-Pipe Sleeve. Joseph Hirshstein, Cleve- 


pipe sleeve provided 


flange having spaced openings therethrough, a clamping 





“Rags, Old Iron” 


The familiar cry of the junk 


dealer. 


He is telling the world 


that he wants to do business. 


Have you given a thought to your 


used shop equipment. 


Are you 


telling the world you have used 


equipment to sell. DOMESTIC 
ENGINEERING Classified 


P a ge gives you the opportun- 
ity to “Tell the World.” Plumb- 
ers who can use shop equipment 
such as you have do not know 
you, but a classified ad will get 
you acquainted and make money 
for you. 


See page 10S. 





ring co-operating with the flashing flange, a locking ring 
rotatable with respect to the sleeve and having inwardly 
projecting lugs adapted to pass through the openings in 
the locking flange and to be brought into opposition with 
the under surface of said flange by rotative movement of 
the locking ring, and adjustable means extending from 
the locking ring to the clamping ring. 
* * * 

Torch-Burner Construction. Otto J. Groehn, 
Detroit, Mich., assignor to Clayton & Lambert Manufac- 
Mich. In a burner for blow 
with a fuel passage having a 


1,538,634. 


turing Company, Detroit, 


torches, the combination 


| discharge orifice, of a nipple in alignment with the orifice, 
} a stem threadedly adjustable in said nipple toward and 


away from said orifice, a clean out member carried by 


said stem adapted to be reciprocated through said orifice, 





1,538,624. 


a collar surrounding said nipple having a reduced portion 
fitting said stem, a collar surrounding the reduced portion 
of the collar aforesaid having an annular shoulder, and 
an enlargement on said stem alternately engageable with 
the outer end of the first collar and the annular shoulder 
of the second collar for limiting the movement of 
stem toward and away from said orifice, and means remote 
from and independent of the clean out member and stem 
for controlling the flow of fuel through said passage. 


said 
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Classified Advertisements 


8 cents for each word including heading and address. 
One inch $4.00. 


each insertion. 


Situations pean 


SALESMAN WANTED PROMINENT 

manufacturer of pumps and water 
systems requires salesman for Illinois 
territory. The man we are seeking is 
experienced in this line or in plumb- 
ing supply line, thoroughly acquainted 
with the plumbing, electrical and hard- 
ware trade in Illinois He must have 
a car and furnish a satisfactory record 
All replies will be confidential Aad- 
dress Key 165, “Domestic Engineering,” 
1909 Prairie Ave., Chicago 


WANTED 


Salesman for Progressive Boiler 
and radiator manufacturer to 
cover Newark, N. J., district. 
Splendid opportunity for the right 
man. Give experience and sal- 
ary. Address Key 370, ‘“‘Domes- 
tic Engineering,” 1900 Prairie 
Ave., Chicago, IIl. 


MANUFACTURER OF IRON PIPE FIT- 
tings has opening for a high class 


and acquainted 
Address Key 369, 
1900 Prairie 


salesman experienced 
with jobbing trade. 
“Domestic Engineering,” 
Ave., Chicago, Il. 


SALESMAN 
and well 
of plumbers’ 


WANTED: BY LARGE 
established manufacturer 
brass goods for Atlantic 


Seaboard. Permanent connection and 
real opportunity to right party. Salary 
and bonus based on sales Reply with 


Key 381, “Domestic En- 
Prairie Ave., Chicago, 


particulars to 
vineering,” 1900 


UNUSUAL OPPORTUNITY FOR 

young man with sales experience 
and knowledge of STEAM HEATING 
PRACTICES. SELL STEEL HEATING 
BOILERS. One salesman for New 
Jersey, another for Long Island City 
and Queens. Salary and commission. 


Engineer- 
York City. 


“Domestic 


New 


Address Key 378, 
ing,” 110 E. 42nd St., 


SALESMAN BY NATIONALLY KNOWN 
concern with first-class specialty and 


staple lines for New York State, Ohio 
and Florida Exclusive sales rights 
Highest commissions Sell entirely to 


Address 


plumbers. Fine proposition 
Key 379, “Domestic Engineering,” 
Prairie Ave., Chicago, I] 


WANTED: RXPERIENCED BOILER 

and radiator salesman to covel 
southern territory, North Carolina, 
Georgia. On commission or salary. 
tox 74, Irvington, New York. 


Situations Wanted 


SITUATION WANTED SUPERIN- 

tendent;: first-class mechanic on 
plumbing and heating installations, 
used to large construction work. Open 
for position July 15 Address Key 380, 
“Domestic Engineering,” 1900 Prairie 
Ave., Chicago, I[11. 


Cash must accompany order. 





AN ORGANIZATION HAVING SEVEN 


salesmen in New York, two in Phila- 
delphia, and selling connections in all 
important trade centers would like to 
hear from manufacturers regarding 
active representation to the jobbers of 
plumbing and allied supplies Address 
326 “Domestic Engineering,” 1900 


Prairie Ave., Chicago 


HAVE YOU SOME’ 
Well established 
calling on the 


THING TO 


Saiecs 


SELL 
organization 
plumbing and heating 


jobbers of the Pacific Coast desire on 
more line Main office at San Fran 
cisco Address Key 377, “Domestic En 
gineering,” 1900 Prairie Ave Chicago, 


11] 


GRADUATE OF 
of a leading 
familiar with all 
heating and 


BUSINESS COURSE 
college Thoroughly 
parts of plumbing 
tinning supplies in the 


east. Experience since graduation: One 
year head bookkKeeper, one year as 
sistant buyer, one year salesman. Posi 
tion desired—buyer or assistant man 


furnished 
Engineer 
, Chicago, Il 


teference 
“Domestic 
Prairie Ave 


ager anywhere 
Address Key 375, 
ing,” 1900 


ATTENTION MANUFACTURERS TO 
those requiring active representation 
in Metropolitan district, N. Y. City, and 


nearby states, selling through the job 
ber in plumbing supplies Address 
Key 382, “Domestic Engfneering,” 1900 
Prairie Ave., Chicago, I] 
For Sale 
FOR SALE: PLUMBING AND HEAT- 
ing business in town of 7,000 popu- 
lation. Now doing 85% of total busi- 
ness in town. Reasons for selling; have 


other business interests requiring full 
time and attention. Address Maugans- 
Bell Company, Murfreesboro, Tenn. 


FOR SALE CHEAP COLUMBUS 
portable pipe threading machine 
mounted on wheels Has three horse 
power gasoline engine, cuts 1 to 6 inch 
pipe A. B. Shearer, 1501 Euclid Ave 


Zanesville, Ohio, 


Miscellaneous 


PIPE COUPLINGS 
= We Pay More = 


besides paying the freight 
CONSOLIDATED PIPE & ome 00." 


==ASK US!== 
2712-2724 S. 2nd St. . Louis, Mo. 


FINK'S PLUMBERS’ JOB TICKETS, 

material slips and contract blanks 
will save you money. Send for samples 
and prices. Wesley A. Fink, Haddon 


Heights, N. J. 


Count seven words for keyed address. 


Minimum $2.00 for 


Copy should reach us by Monday morning. 


PERFECT WIPE JOINTS 


with 


ine Formed-Flexible-Finished 
Wiping Cloth 


made in five sizes for all standard 
joints. Postpaid to your address 
in the next mail or sent C. O. D. 
A post card for full particulars. 


Pat. Sept. 16th, 1924 


GEO. E. WILLIAM 


Sole Manufacturer 


3 East 26th St. +a Minn. 


tern Bra 


Ea 
MARTIN F. CUFF, 106 Summit = Elizabeth, N. J 


Government Proposals 








TREASURY DEPARTMENT UPIER 
vising Architect Office, W hington 
D. C., June 15, 1925 Sealed ! al 
Will be opened in this office at 3 p. m 
July 15, 1925, for furnishins ind in 
Stalling new plumbing fixture et 
in the U. S. Post Office and Custom 
Hiouse, Cairo Il] Drawing and 
specifications may be obtained from 
the Custodian, U. S. Post Office and 
Custom House, Cairo, Ill, or from this 
office in the discretion of the Super 
vising Architect Jas \ Wetmor 
Acting Supervising Architect 
TREASURY DEPARTMENT UPPER 
vising Architect Office Washing 1 
i June 15, 192 tiled proposal 
Will be Opened noth Tice il . on 
June 29, 192 for repair té I itir 
system at the United State Post Office 
at Mount Vernor 11 Drawing ane 
specification ma lye obtained fron 
the Custodian at the building r fron 
this office it the discretion of the 
Supervising Architect Ja \ Wet 
more Acting Supervising Architect 
TREASURY DEPARTMENT Ore TCI 
of the Supervising Architect, W hing 
ton, D.C,, June 19,1925 Sealed proposal 
\ l iw opened in this offies t p. m 
July 17, 1925, for improvin <isti 
facilities, ete. (new heating s m) at 
the 1 S. Quarantine Station, Galve 
ton, Texa Drawing and specification 
may be obtained from the OMeer tn 
Charge at the Staton P att tl 
in the discretion of the 1 ' ’ 
Architect In \ Wetmore Acting 


Supervising Architect 


Books for Your Trade Library 


Notes on Heating and Ventilation 


By Prof. John R. Allen.. 2.50 
Size of Flow and Return Steam 
Mains. Second Edition.. \ e 50 
Johnson's Handy Manual, Eleventh 
NGO, fa nw ca we dae ha oe eeleewn ae4-e 1.50 
Merchandising the Pp lumbing Bus!- 
ness. By Karl W. Zoeller...... 1.50 


Books Sent Parcel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 








HARTMAN INGOT METAL COMPANY 
SMELTERS and REFINERS 


Producers of the highest grade Ingot Brass and Bronzes 
Specializing in Ingots for Manufacturers of Plumbing and Heating Brass Goods 








2511-35 W. 21st Street 
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June 27, 192 





The polished surfaces of 


EAGLE Lead Pipe 
insure against clogging 


AGLE Lead Pipe has become known to careful buyers in 
the plumbing trade for the distinctive features which 
characterize Eagle-Picher scientific methods of manufacture. 
One of those features — the highly polished inner and 
outer surfaces of Eagle Lead Pipe — affords greater satisfac- 
tion and longer life with every plumbing job. There is no clog- 
ging possible with Eagle Lead Pipe. Its polished inner surfaces 
insure free unobstructed passage. 

Eagle Lead Pipe and Fittings are scientifically produced in 
the belief that great accuracy and care in their manufacture 
guarantee more complete satisfaction to home-owners. It costs 
more to produce Eagle Pipe than ordinary pipe—but the extra 
cost is more than made up by the increasing demand through- 
out the plumbing trade for Eagle. 

Ouly virgin metal is used for making Eagle Pipe and Fit- 
tings. The ends are carefully reamed out to insure regularity 
and uniformity of dimension. They are of standard weight 
with the full amount of lead per running fcot. 

A letter will bring you a catalog, or any special information 
about Eagle Pipe, Fittings, Traps, Solder, or the new Eagle 
Lead Roof Flange. 


The EAGLE-PICHER LEAD COMPANY .: Chicago - Joplin - Cincinnati 


EAGLE 
Lead Pipe + Fittings +» Solder 











Producers of lead and allied products « Eleven Plants » Branches in all principal cities 





Mention Domestic ENGINEERING when writing advertisers. 
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If It’s Bound with Steel — It's — — 


a 


The 
Seat 
Unbreakable 


Costs a Few Cents More 
Lasts a Few Years Longer 


Pleases While It Lasts 


Allright Manufacturing Company 
Rural Hall North Carolina 


se Be FrFRemeeeBeerRreeeEeteetketerPeeEBteEHRweeeeeeHeHeReHeHeReReEeEhUmUReCUcaeellULe lee 
ee ee ee ee ee a ee ee ee ee 








THE WISECO ST. REGIS CONCEALED 
BATH AND SHOWER COMBINATION 


Cast brass swivel 
ball joint shower 
head 5 in. dia. 


Globe pattern bi-pass valves 
high removable seats. 
Stems, seats, and stuffing 
boxes all made of rod and 
are removable allowing 
complete repacking of 
valves from the front. 


Large brute type 
nozzle of a pleas- 
ing design. 
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a lot to 


ao ere The new Wiseco concealed Bath and Shower 
ee combination has many exclusive features that 
ot hay cami he appeal to the plumber. Constructed entirely 
w things were belt of brass it gives assurance of dependability 
generation. A long after it has been installed. 
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Insanitation, MANUFACTURED BY 
the um prove 


ment is re- ON J. B. WISE, Inc., Watertown, N.Y. 
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New York, Philadelphia, Chicago, Dallas, San Francisco 
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